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A cumulative guide Is published separately at the end of each month. The guide lists the parts end sections effected by documents published 
since January 1. 1973, and specifies how they ere affected. 


5 CFR 

213 f4 documents) _ 19111 

7 CFR 

855- 19111 

Proposed Rules: 

29_ 19127 

925.. 19129 

12 CFR 

545_ 19112 

584.—. 19112 

14 CFR 

39. 19113 

71 (2 documents) _ 19113 

95.. 19114 

Proposed Rules: 

71 (4 documents) _ 19130, 19131 

421.—._ 19133 


16 CFR 

13 (2 documents) _ 19119 

21 CFR 

121 .-.— 19122 

Proposed Rules: 

130 . 19130 

146 . 19130 

164. 19130 

24 CFR 

203 . 19122 

207 . 19123 

220 . 19123 

28 CFR 

50 . 19123 

31 CFR 

316 _ 19178 


39 CFR 


124.—.19123 

232..19124 


40 CFR 

Proposed Rules: 

52 <2 documents)_19132 

41 CFR 

5A-1.-.— 19124 

5A-16. 19125 

49 CFR 

171.-.19125 

1033 (3 documents)_19126 

50 CFR 

32. 19126 




FEDERAL RECISTM, VOL 38, NO. 137—WEDNESDAY, JULY II, 1973 
































19110 


Rules Going Into Effect Today 

Nora: There were no Items published after 
October 1, 1972. that are eligible for Indus km 
In this list. 


Next Week's Deadlines for Comments on 
Proposed Rules 

JULY 23 

EPA—Pesticides and containers; accept¬ 
ance, disposal, and storage; issuance 

of procedures . 13621; 5-23-73 

—Reclassification of air quality con¬ 
trol regions ^ 15180; 6-8-73 
FAA—Regulation regarding objects 

dropped from aircraft .. 11354; 

5-7-73 


FCC—Transmission of motion pictures 
for distribution to hotel rooms. 

2766; 1-30-73 
EPA—Approval and promulgation of 
State implementation plans; oppor¬ 
tunity for public hearing on trans¬ 
portation and/or land use control 

strategies_ 16391; 6-22-73 

—Tolerences and exemptions from 
tolerances for pesticide chemicals 
In or on raw agricultural commodi¬ 
ties_ 16392; 6-22-73 

FAA—British Aircraft Corp.. Model BAC 
1-11, 200 and 400 Series Airplanes; 
airworthiness directives. 16391; 

6-22-73 

—Alteration and designation of transi¬ 
tion area and control zones (4 

documents). 16237, 16238, 

16239; 6-21-73 
AMS—Handling of fresh prunes grown 
in designated counties in Umatillia 

County, Oreg _ 16234; 6-21-73 

FARM CREDIT ADMINISTRATION—De¬ 
letion of prior FCA approval of loans 
to certain producers ... _ 16659; 

6-25-73 


JULY 25 

FAA—Requirement of installation of a 
terrain proximity warning system or 
device on each airplane; Advance 
notice of proposed rulemaking. 

10158; 4-25-73 
ICC—Practices of motor common car¬ 
riers of household goods; consumer 
protection ... 15526; 6-13-73 

CUSTOMS BUREAU—Vessels in foreign 
and domestic trades; certain lash- 

type barges.^.- 16656; 6-25-73 

FARMERS HOME ADMINISTRATION— 
Chattel security; assumption of FHA 
real estate loans _ 16658; 6-25-73 
FAA—Pilot schools; extension of time 

for comment _„ 16659; 6-25-73 

—First published at (38 FR 4046) 
JULY 26 


FCC—Television broadcast booster sta¬ 
tions; deletion 15374; 6-11-73 


REMINDERS 


FAA—Colored Federal airways, transi¬ 
tion areas and reporting points; re- 

designation_ 16785; 6-26-73 

—VOR Federal airays; alteration, ex¬ 
tension and revocation 16786; 

6-26-73 

—Restricted areas; alteration. 

16786; 6-26-73 
FCC—FM broadcast stations; assign¬ 
ments, Cheraw and Florence S.C., and 
Jensen Beach and Vero Beach, 

Fla..16660, 16661; 6-25-73 

FCC—Alaska Public Fixed stations; ex¬ 
pansion of points of communications. 

16663; 6-25-73 


JULY 27 

AGRICULTURAL STABILIZATION AND 
CONSERVATION SERVICE—Burley to¬ 
bacco; determinations with respect to 
marketing quotas for 1971-72 and 
subsequent years _ 16901; 6-27-73 
FAA—Alteration and designation of 

transition areas . 16913, 16914, 

16915; 6-27-73 
FHLBB—Federal Savings and Loan Sys¬ 
tem; give-away prohibition ... 17738; 

7-3-73 

WAGE AND HOUR DIVISION—Clarifica¬ 
tion of employment and recordkeep¬ 
ing requirements 16909; 6-27-73 
SOCIAL AND REHABILITATION SERV¬ 
ICE—Citizenship end alienage; non¬ 
exclusion of aliens or non-U.S. citi¬ 
zens under state plans regarding 
title I. IV—A, X, XIV, XVI and/or XIX. 

16910; 6-27-73 
—Services and payments in medical 
assistance programs; reassignment 
of claims, medicaid program. 

16911; 6-27-73 
SOCIAL SECURITY ADMINISTRATION— 
Federal health insurance for the aged; 
right to receive payment under sup¬ 
plemental medical insurance plan. 

16912; 6-27-73 
VETERANS ADMINISTRATION—Grants 
and assistance for medical and allied 
health education; expansion and im¬ 
provement ..- 16917; 6-27-73 


Next Week's Hearings 

JULY 24 

EPA—Proposed air pollution compliance 
schedules for Florida; held in Orlando, 
Fla _ ... 16187; 6-20-73 

TARIFF—Deformed concrete reinforcing 
bars of nonalloy steel, to be held In 

Wash. D.C _ 14731; 6-4-73 

JULY 26 

EPA—California Air Quality Control; 
approval and promulgation of imple¬ 
mentation plans; to be held in Wash¬ 
ington. D.C 17683; 7-2-73 

—Proposed air pollution compliance 
schedules for Kentucky, to be held 
in Frankfort Ky.. 16187; 6-20-73 


Weekly List of Public Laws 


This It a listing of public bills enacted by 
Congress and approved by the President together 
with the law number, the date of approval, and 
““ 11 5. Statutes citation. Subsequent lists win 
every Wednesday In the FEDERAL R£&- 
and copies of the laws may bo obtained 
i# U S. Government Printing Office. 


from tf 


H.R. 5157 __ Pub. Law 93-57 

Service contracts, extension to Canton 
Island (July 6, 1973; 87 Stat. 140) 

H.R. 5383- Pub. Law 93-65 

Coast Guard, appropriation authoriza¬ 
tion; personnel strength (July 9, 1973* 
87 Stat. 150) 

H.R. 5452 .—.Pub. Law 93-73 

National Sea Grant College and Program 
Act of 1966, amendments (July 10, 
1973; 87 Stat. 170) 

H.R. 5857 Pub. Law 93-62 

National Visitor Center Facilities Act of 
1968, amendment (July 6. 1973; 87 
Stat. 146) 

H.R. 6187...— Pub. Law 93-71 

Merchant Marine Act, 1936, amend¬ 
ment (July 10, 1973; 87 Stat. 169) 

H.R. 6330- Pub. Law 93-72 

Public Buildings Act of 1959, amend 
ment (July 10, 1973; 87 Stat 169) 

H.R. 7200. Pub. Law 93-69 

Railroad retirement annuities and tax 
rates (July 10, 1973; 87 Stat 162) 

H.R. 7357..-. Pub. Law 93-58 

Railroad Retirement Act of 1937, 
amendment (July 6, 1973; 87 Stat. 141) 

H.R. 7445_____ Pub. Law 93-66 

Renegotiation Act of 1951, extension 
(July 9, 1973; 87 Stat 152) 

H.R. 7670...... Pub. Law 93-70 

Commerce Department maritime pro* 
grams. appropriation authorization 
(July 10. 1973; 87 Stat. 168) 

H.R. 8537.. Pub. Law 93-64 

Armed Forces dependents, allowances 

July 9, 1973; 87 Stat 147) 

S.J. Res. 128__ Pub. Law 93-63 

Interest on time and savings deposits, 
extension of laws (July 6, 1973; 87 Stat. 
147) 

S. 1759 Pub. Law 93-67 

John F. Kennedy Center for the Per 
forming Arts (July 10, 1973; 87 Stat. 
161) 

S. 1808 .. .. Pub. Law 93-61 

Interstate Highway System, funds, ap- 
portionment (July 6, 1973; 87 Stat. 145) 
S. 1938 Pub. Law 93-68 

Wheat, marketing quota referendum 
(July 10, 1973; 87 Stat. 161) 

S. 1972 ... Pub. Law 93-59 

Radio Free Europe and Radio Liberty, 
appropriation authorization (July 6. 
1973; 87 Stat. 142) 

S. 1994 .Pub. Law 93-60 

Atomic Energy Commission, appropria¬ 
tion authorization (July 6, 1973; 87 
Stat. 143) 
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Rules and Regulations 


This section of the FEDERAL REGISTER contains regulatory documents having general applicability and legal effect most of which are 
keyed to and codified In the Code of Federal Regulations, which is published under 50 titles pursuant to 44 U.S.C. 1510. 

The Code of Federal Regulations is sold by the Superintendent of Documents. Prices of new books are listed in the first FEDERAL 
REGISTER issue of tech month. 


Title 5—Administrative Personnel 

CHAPTER I—CIVIL SERVICE 
COMMISSION 

PART 213—EXCEPTED SERVICE 
Department of Agriculture 

Correction 

In PH. Doc. 73-13518. appearing at 
page 17827 In the Issue of Thursday. 
July 5. 1873. in the first line of the sec¬ 
ond paragraph the letter "(e) ” in paren¬ 
thesis in the section designation should 
read “(O" 


PART 213—EXCEPTED SERVICE 
Department of Justice 

Section 213.3110 is amended to show 
that 154 positions of Special Agent for 
undercover work in the Bureau of Nar¬ 
cotics and Dangerous Drugs, excepted 
under Schedule A. are absorbed by the 
Drug Enforcement Administration. 

Effective on July 18. 1973, the head- 
note of i 213.3110(0 is amended as set 
out below. 

g 213.3110 Department of Juftttrr. 

• a a • • 

(c) Drug Enforcement Administra¬ 
tion ,. • • • 

<6 UA.C. tecs. 3301. 3302; E.O. 10677; 3 CFR 
1954-68 Comp. p. 218) 

United States Civil Serv¬ 
ice Commission, 

[seal! James C. Spry, 

Executive Assistant 
to the Commissioners. 

[PR Doc.73-14651 PUod 7-17-73:8:45 *m\ 

PART 213—EXCEPTED SERVICE 
Executive Office of the President 

Section 213.3303 is amended to reflect 
the following title change: from Private 
Secretary to an Assistant Director. Office 
of Management and Budget, to Private 
Secretary to an Associate Director, Office 
of Management and Budget. 

Effective on July 18, 1973, paragraphs 
(a) <6> and <8) of 1213.3303 are 

amended as set out below. 

§ 213.3303 Executive Office of the 
President. 

(а) Office of Management and 
Budget. • • • 

• • • • • 

(б) One Secretary to each of four 
Associate Directors. 


(8) One Private Secretary to each of 
three Assistant Directors. 

• • • • • 

(6 UJS.C. secs. 3301, 3302; E.O. 10677. 3 CFR 
1964-68 Oomp. p. 218) 

United States Civil Serv¬ 
ice Commission. 

[seal) James C. Spry. 

Executive Assistant 
. to the Commissioners. 

|PR Doc.73-14662 Piled 7-17-73:8:45 sm) 


PART 213—EXCEPTED SERVICE 
Department of Agriculture 

Section 213.3313 is amended to show 
that three positions of Confidential As¬ 
sistant to the Administrator. Rural De¬ 
velopment Service, are excepted under 
Schedule C. 

Effective on July 18. 1973. $ 213.3313 
(t) (1) is added as set out below. 

§213.3313 Depart men! of Agriculture. 
• • • • • 

(t) Rural Development Administra¬ 
tion. (1) Three Confidential Assistants to 
the Administrator. 

(5 US.C. sees. 3301. 3302; E.O. 10677, 3 CFR 
1954-68 Oomp. p. 218) 

United States Civil Serv¬ 
ice Commission. 

(seal) James C. Spry. 

Executive Assistant 
to the Commissioners. 

(FR Doc.73-14880 FUed 7-17-?3;8:46 am) 


Title 7—Agriculture 

CHAPTER VIII—AGRICULTURAL STABILI¬ 
ZATION AND CONSERVATION SERVICE 
(SUGAR). DEPARTMENT OF AGRICUL¬ 
TURE 

SUBCHAPER G—DETERMINATION OF 
PROPORTIONATE SHARES 

| Docket No. SH-313) 

PART 855—MAINLAND CANE SUGAR 
AREA 

Proportionate Shares for Farms for 1974- 
Crop Sugarcane Not Required 

The Sugar Act of 1948, as amended, 
requires the Secretary of Agriculture to 
determine for each crop year whether 
the production of sugar from any crop 
of sugarcane or sugarbeets will, in the 
absence of proportionate shares (acreage 
allotments), be greater than the quantity 
needed to enable the area to meet ita 
quota and provide a normal carryover 
inventory for the calendar year during 
which the larger part of the sugar from 
such crop will be marketed. Such deter¬ 


mination shall be made only after inves¬ 
tigation and opportunity for interested 
persons to testify regarding the need for 
proportionate shares. A public hearing 
was held in Atlanta, Georgia, on April 13. 
1973. The following determination is is¬ 
sued pursuant to section 302 of the 8ugar 
Act of 1948. as amended. 

§ 855.99 Proportionate »h*rr» for the 
1971 crop of Mainlnnd •Uftnrranr 
not required. 

It is determined for the 1974 crop of 
sugarcane in the Mainland Cane Sugar 
Area that, in the absence of proportion¬ 
ate shares, the production of sugar from 
such crop will not be greater titan the 
quantity needed to enable the area to 
meet its quota for 1975, the calendar 
year during which the larger part of the 
sugar from such crop normally will be 
marketed, and provide a normal carry¬ 
over Inventory. Consequently, propor¬ 
tionate shares will not be in effect In the 
Mainland Cane Sugar Producing Area 
fpr the 1974 crop. 

(8ec 301. 302. 403. 81 8t*t. 929. 930. U 
amended, 932; 7 US.C. 1131. 1132, 1153). 

Statement of Bases and Considerations 

Sugar Act requirements. Section 302 
of the Sugar Act of 1948, as amended 
(7 UB.C. 1132). provides, in part, that 
the Secretary shall determine for each 
crop year whether the production of 
sugar from any crop of sugarcane will, 
in the absence of proportionate shares, 
be greater than the quantity needed to 
enable the area to meet its quota and 
provide a normal carryover inventory, as 
estimated by the Secretary for such area 
for the calendar year during which the 
larger port of the sugar from such crop 
normally would be marketed. Such de¬ 
termination may be made only after due 
notice and opportunity for an informal 
public hearing. 

General. Acreage restrictions have 
been in effect in the Mainland Cane 
Sugar Area each year since the 1965 
crop, and are presently in effect for the 
1973 crop. The desire of farmers to pro¬ 
duce sugarcane up through the 1971 crop 
was so strong as to require acreage con¬ 
trols to prevent over-production. The 
1971 amendments to the Sugar Act in¬ 
creased the quota of the Mainland Cane 
Sugar Area by 300.000 tons beginning in 
1972. and the demand for cane acreage 
has largely been satisfied, especially in 
Louisiana where producers failed to 
plnnt all of the acreage available to 
them for the 1972 crop, and where 1973 
acreage allotments have been under- 
planted by at least 60.000 acres. Indica¬ 
tions are that Florida growers planted 
all of their 1972 and 1973 shares. 
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Production from the Just-completed 
1972 harvest was considerably improved 
over the disappointing 1971 crop. About 
1,620.000 tons of raw sugar were pro¬ 
duced. Florida produced 960,562 tons of 
raw sugar (a record), as compared to 
659,713 tons in Louisiana where the crop 
was plagued with heavy rains and power 
shortages. The processing season in 
Florida was extended two months to 
achieve its record production. As a re¬ 
sult of the excellent Florida crop, output 
from the 1972 harvest will approximately 
equal the area's calendar 1973 quota, 
thus preventing a further draw down of 
stocks which are already at a low level. 
Effective inventory on January 1. 1973 
was estimated at 860,000 tons or 54 per¬ 
cent of the area's 1973 marketing oppor¬ 
tunity, thus requiring the Area to fill 
almost half its 1973 annual quota from 
new crop production in the last two 
months of the year. 

Despite a 15 percent increase In pro¬ 
portionate shares for the year, the 1973 
crop is growing on only about 6.7 percent 
more acreage and con be expected to 
produce about 1.650,000 tons of sugar 
based on 5-year average yields. If that 
estimate is achieved, production would 
again be roughly equal to the Area's 
probable 1974 marketing opportunity, 
again preventing any appreciable in¬ 
crease in working stocks. 

Public hearing. An informal public 
hearing was held In Atlanta, Georgia 
on April 13 to obtain the views and rec¬ 
ommendations of interested persons on 
matters relating to the establishment of 
1974-crop proportionate shares. A 
spokesman, representing the American 
Sugar Cane League, the Florida Sugar 
Cane League, the Louisiana Farm Bu¬ 
reau Federation, the Florida Farm Bu- 
real Federation, the Talisman Sugar 
Corporation, and the Glades Association 
of Independent Sugar Cane Growers, 
recommended that acreage controls re¬ 
main in effect and that proportionate 
shares be increased about five percent 
over the shares presently In effect for 
the 1973 crop. His testimony and recom¬ 
mendations were supported and en¬ 
dorsed by all w'ho appeared. The wit¬ 
nesses took the position that the appro¬ 
priate level of effective inventory as 
Indicated by legislative history in con¬ 
nection with the 1965 amendments to the 
Sugar Act—60 to 70 percent of the an¬ 
nual quota—is no longer appropriate or 
applicable: and that in the absence of 
acreage controls there would be serious 
over-production, resulting ultimately in 
hardship on both growers and processors 
If shares are reinstated for a subsequent 
crop. The witness acknowledged that ac¬ 
tual plantings in Louisiana would be 
about 72,000 acres less than the total of 
shares resulting from his recommenda¬ 
tion. The industry witness estimated that 
1.683.000 tons of sugar would be pro¬ 
duced from the 1973 crop of sugarcane. 
He further estimated that the Area 
would have an effective inventory an 
January 1, 1974 of 942.000 tons of sugar, 
or 57.9 percent of the Area's 1974 mar¬ 


keting opportunity. With respect to the 
1974 crop, the witness estimated produc¬ 
tion (based on a five percent increase 
in proportionate shares) of 1,751,000 
tons of sugar and effective inventory on 
January 1, 1975 of 1,076,000 tons of 
sugar, or 63 percent of the Area's likely 
marketing opportunity. 

Determination, Legislative history of 
the Sugar Act in connection with the 
1965 amendments Indicates that an ef¬ 
fective inventory (sugar on hand on Jan¬ 
uary 1 plus sugar to be produced after 
that date from the prior year's crop) of 
60 to 70 percent of the area's annual 
quota is desirable. The Mainland Cane 
Sugar Area’s calendar 1974 quota will 
be on the order of 1,626.000 tons, raw 
value. If the Department's estimate of 
1973-crop production is achieved—1,- 
650.000 tons based on 5-year average 
yields—effective inventory on January 1, 

1974 will be about 919,000 tons, or only 
56.5 percent of the likely 1974 market¬ 
ing opportunity. While the industry’ con¬ 
tends that the 60 to 70 percent stand¬ 
ard no longer applies, more than 40 per¬ 
cent of the annual quota would have to 
be marketed during the last tw o months 
of the year (new crop sugar won't be 
available In Louisiana until about De¬ 
cember 1 ). which could have the effect 
of depressing prices. The Department 
does not believe that such a situation is 
either a good business practice or in the 
best Interest of sugarcane producers and 
processors. It would take 1973-crop pro¬ 
duction of nearly 1.710.000 tons in order 
to raise the Area's effective inventory on 
January 1, 1974 to 60 percent of their 
marketing opportunity, and a crop of 
1,870,000 tons to raise the effective in¬ 
ventory to 70 percent. Production of 1.- 
710.000 tous In 1973 is possible but un¬ 
likely: production of 1,870,000 tons is 
Improbable. 

In the absence of restrictions, acreage 
in Florida is likely to increase by about 
10 percent to upwards of 300.000 acres. 
However, before this can take place ex¬ 
isting processing facilities will have to 
be enlarged. Because of the very limited 
capacities of existing factories and a lack 
of suitable land, acreage in Louisiana will 
not likely increase to any’ significant de¬ 
gree (probably not more than 370,000 
acres will be planted), A crop of that size 
would be expected to produce a combined 
total of about 1.740.000 tons of raw sugar, 
based on 5-year average yields, or only 
about 40.000 tons more than the Area's 
estimated marketing opportunity for 

1975 (assuming no Increase in quota un¬ 
der new legislation). keeping effective in¬ 
ventory as of January I. 1975 at Just 
over the 50 percent level. Therefore, in 
the absence of proportionate shares pro¬ 
duction of sugar from the 1974 crop of 
sugarcane In the Mainland Cane Sugar 
Area is not likely to exceed the Area’s 
quota plus a normal carryover inventory. 

Accordingly, I hereby find and con¬ 
clude that the foregoing determination 
will effectuate the applicable provisions 
of the Sugar Act of 1948, as amended. 


Effective date: July 18, 1973. 

Signed In Washington, D.C. on July io 
1973. 

Kenneth E. Frick. 

Administrator , Agricultural Sta¬ 
bilization and Cortservaticn 
Service, 

IFR Doc.73-14655 Filed 7-17-73;8:45 am) 

Title 12 —Banks and Banking 

CHAPTER V—FEDERAL HOME LOAN 
BANK BOARD 

SUBCHAPTER C—FEDERAL SAVINGS AND LOAN 
SYSTEM 

I No. 73-0541 

PART 545—OPERATIONS 
Loans on Other Dwelling Units; Correction 
July 11. 1973. 

The Federal Home Loan Bank Board 
hereby corrects Federal Register Docu¬ 
ment No. 73-812, which amended 
5 545.6-1 of the rules and regulations for 
the Federal Savings and Loan System 
(12 CFR 545.6-1), published in the issue 
dated June 20. 1973, at 38 FR 16029- 
16030, by changing the phrase “issuing 
or guaranteeing agency" in paragraph 
(b) (2) (i) of said 5 545.3-1 to read "in¬ 
suring or guaranteeing agency". 

By the Federal Home Loan Bank 
Board. 

f seal 1 Eugene M. Herrin, 

Assistant Secretary. 

1 PR Doc.73-14691 Filed 7-17-73:8:45 ami 


SUBCHAPTER F—REGULATIONS FOR SAVINGS 
AND LOAN HOLDING COMPANIES 

|No. 73-952J 

PART 584—REGULATED ACTIVITIES 
Excepted Acquisitions 

July 11. 1973 

The Federal Home Loan Bank Board, 
by Document No. 73-436. dated 
March 20. 1973, proposed to amend Part 
584 of the Regulations for Savings and 
Loan Holding Companies (12 CFR Part 
584) governing acquisitions of insured 
institutions under section 408(e)(1)(B) 
<ii) of the National Housing Act Notice 
of such proposed rulemaking was duly 
published in the Federal Register on 
March 27, 1973, with an Invitation for 
interested persons to submit written 
comments by April 30, 1973. 

On the basis of its consideration of all 
relevant material presented by interested 
persons and otherwise available, the 
Board hereby amends said Part 584 by 
adding. Immediately after } 584.4 thereof, 
a new section. $ 584.4-1. to read as set 
forth below, effective August 17, 1973. 

Under the amendment set forth below 
a company which proposes to acquire 
an insured institution without the prior 
written approval generally required 
under section 408(e) of the National 
Housing Act, because the company con¬ 
siders its acquisition to fall within the 
exception of section 408(e) (1) (B) (ii). ti 
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required prior to such acquisition to sub¬ 
mit, on a form specified by the Corpora¬ 
tion satisfactory information pertaining 
to the acquisition. The acquisition may 
go forward without the prior written ap¬ 
proval of the Corporation 60 days after 
receipt by the Director of the initial filing 
under I 584.4-1 unless the Corporation 
Issues a ruling that the company has not 
shown that the acquisition falls within 
the exception. During this 60-day period 
the Corporation may find that a satisfac¬ 
tory showing has been made by an appli¬ 
cant or the Director or Supervisory 
Agent may request additional informa¬ 
tion. In this latter case the Corporation 
need not consider information received 
more than 45 days after the initial filing. 

§ .>81.4—1 Information filing required 
prior to ex rep led acquisition. 

Any company, other than a savings 
and loan holding company, which pro¬ 
poses to acquire an Insured institution 
without the prior written approval of the 
Corporation pursuant to paragraph (b) 
<2> of § 584.4 may do so only upon a 
showing as provided in this section that 
the acquisition falls within the exception 
to such prior written approval contained 
In that paragraph. This showing shall be 
made by satisfactory filing of informa¬ 
tion on a form prescribed by the Corpora¬ 
tion. One original and one copy of all 
filings under this section shall be made 
with the Director, Holding Companies 
Section, Office of Examinations and 
Supervision, Federal Home Loan Bank 
Board. Washington, D.C. 20552, and con¬ 
currently two copies of all such filings 
*hall be sent to the Supervisory Agent. 
The acquisition may be effected without 
the prior written approval of the Cor- 
l>oration pursuant to said exception, un¬ 
less within 60 days after receipt by the 
Director of the initial filing the Corpora¬ 
tion issues a ruling that the company has 
not shown that the acquisition falls 
within said exception. The Director or 
Supervisory Agent may request addi¬ 
tional information from the company 
after receipt of the initial filing, but the 
Corporation need not consider additional 
information received by the Director 
more than 45 days after the Initial filing. 

(Sec. 402. 48 8taL 1266, M amended, I 408, 48 
Stat. 1261, u added by 78 6tat. 601, aa 
amended. 12 UB.C. 1726. 1780a, Root* Plan 
No. 3 of 1047. 12 FR 4981. 3 CFR 1943-48 
Comp., p. 1071) 

By the Federal Home Loan Bank 

Board. 

rseAX.) Henry A. Carrington. 

Secretary. 

ira Doc.73-14692 Piled 7-17-73:8:46 ami 

Title 14—Aeronautics and Space 

CHAPTER I—FEDERAL AVIATION ADMIN- 

ISTRATION, DEPARTMENT OF TRANS¬ 
PORTATION 

[Docket Ho. 73-EA-48; Arndt. 39-16891 
PART 39—AIRWORTHINESS DIRECTIVES 
Lycoming Aircraft Engines 

The Federal Aviation Administration 
is amending section 39.13 of Part 39 of 


RULES ANO REGULATIONS 

the Federal Aviation regulations so as to 
issue an airworthiness directive applica¬ 
ble to Lycoming HIO-36C-D1A type air¬ 
craft engines installed on Hughes type 
269C and 300C helicopters. 

There have been reports that a com¬ 
ponent of the cushioned drive coupling 
for Bendix magneto part number 
10349235-3 and -4 has, from service ex¬ 
perience. a limited life of 300 hours. The 
loss of the component, the rubber drive 
plate grommet, could result in failure of 
the magneto. Since the foregoing defi¬ 
ciency can exist or develop In all engines 
of similar type design, an airworthiness 
directive is being issued which will re¬ 
quire replacement of the grommet. 

In view of the foregoing, a situation 
exists which requires expeditious adop¬ 
tion of this amendment. Thus notice and 
public procedure hereon are impractical 
and cause exists for making the amend¬ 
ment effective in less than 30 days. 

In consideration of the foregoing and 
pursuant to the authority delegated to 
me by the Administrator, 14 CFR 11.89 
131 FR 13697) 5 39.13 of Part 39 of the 
Federal Aviation Regulations is amended 
by adding the following new Airworthi¬ 
ness Directive: 

Avco Lycoming. Applies to HIO-3GO-D1A 
model engines installed on Hughes 
Models 269C and 300C helicopters. 

Compliance required within 300 hours time 
In nervloe after the effective date of this AD 
and every 300 hours in service thereafter. 

To prevent possible failures of the Bendix 
part numbers 10-349236-8 and 10-349235-4 
magnetos, replace the part number 10-891315 
rubber drive plate grommet In accordance 
with Lycoming Service Bulletin No. 364 or 
equivalent procedure approved by Chief. En¬ 
gineering and Manufacturing Branch. PAA. 
Eastern Region. 

This amendment is effective July 23. 
1973. 

(Secs. 313(a). 601. 603. Federal Aviation Act 
of 1958. 40 US.C. 1354(a). 1421, 1423; eea 
6(e), Department of Transportation Act, 49 
US.C. 1656(c)) 

Issued in Jamaica. N.Y., on July 11, 
1973. 

Robert H. Stanton. 

Acting Director, Eastern Region. 

|FR Doc.73-14606 Piled 7-17-73:8:45 am) 


| Airspace Docket No. 73-60-27 J 

PART 71—DESIGNATION OF FEDERAL 
AIRWAYS, AREA LOW ROUTES, CON¬ 
TROLLED AIRSPACE, AND REPORTING 
POINTS 

Designation of Transition Area 

On May 25. 1973, a notice of proposed 
rule making was published In the Fed¬ 
eral Register (38 FR 13748), stating 
that the Federal Aviation Administration 
was considering an amendment to Part 
71 of the Federal Aviation regulations 
that would designate the Dickson. Tenn., 
transition area. 

Interested persons were afforded an 
opportunity to participate in the rule 
making through the submission of com¬ 
ments. All comments received were 
favorable. 
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In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations 
Is amended, effective 0901 Qjn.t.. Sep¬ 
tember 13. 1973, as hereinafter set forth. 

In 5 71.181 (38 FR 435), the following 
transition area is added. 

Dickson. Tenn. 

That airspace extending upward from 
700 feet above the surface within a 8.5-mile 
radius of Dickson Municipal Airport (Lat. 
36*07'47" N. Long. 87*25'48" W). 

(Sec. 307(a). Federal Aviation Act of 1958. 
49 UB.C. 1348(a): sec. 6(c), Department of 
Transportation Act. 49 U S C. 1665(c)) 

Issued In East Point, Oa., on July 6. 
1973. 

Phillip M. Swatch. 
Director, Southern Region . 
|FR Doc.73-14609 Filed 7-17-73:8:45 am) 


| Airspace Docket No. 73-60-801 

PART 71—DESIGNATION OF FEDERAL 

AIRWAYS, AREA LOW ROUTES, CON¬ 
TROLLED AIRSPACE, AND REPORTING 

POINTS 

Redesignation and Revocation of Control 
Zone 

The purpose of this amendment to 
Part 71 of the Federal Aviation regula¬ 
tions is to redesignate and revoke the 
Aguadilla, Puerto Rico, control rone. 

The Aguadilla control zone is described 
in f 71.171 <38 FR 351) and is currently 
designated 24 hours dally. The USAF has 
reduced the hours of operation of the 
airport traffic control tower from 0600 to 
2200 hours, local time, daily, and will 
decommission the control tower and dis¬ 
continue weather observation and re¬ 
porting service, effective July 31. 1973. 
It is necessary to alter the description 
to reflect the effective hours of the con¬ 
trol zone to July 31. 1973. and to amend 
Federal Aviation Regulations Part 71 by 
revoking the Aguadilla control zone, 
effective July 31, 1973. Since these 
amendments lessen the burden on the 
public, notice and public procedure 
hereon are unnecessary. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations Is 
amended as hereinafter set forth. 

Effective Immediately, the Aguadilla, 
Puerto Rico, control zone, described in 
5 71.171 (38 FR 351) Is amended as fol¬ 
lows: "This control zone is effective from 
0600 to 2200 hours, local time, dally." Is 
added to the description. 

Effective 0901 Om.t.. July 31, 1973, the 
Aguadilla. Puerto Rico control zone, de¬ 
scribed in 5 71.171 (38 FR 351) is re¬ 
voked. 

(Sec. 307(a), Federal Aviation Act of 1958. 
49 U.8.C. 1348(a): eec. 8(c), Department of 
Transportation Act 49 UJS.C. 1655(c)) 

Issued in East Point, Ga., on July 10. 
1973. 

Philip M. Swatex. 

Director, Southern Region . 

[FR Doc.73-14610 Filed 7-17-73:8:45 am) 
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Title 16—Commercial Practices 

CHAPTER I—FEDERAL TRADE 
COMMISSION 

(Docket No. 8737] 

PART 13—PROHIBITED TRADE 
PRACTICES 

Golden Grain Macaroni Co. and 
Paskey DeDominko 

Subpart—Acquiring corporate stock 
or assets: 5 13.5 Acquiring corporate 
stock or assets ; 13.5-20 Federal Trade 
Commission Act. 

(Sec, fl. 38 6tat. 721; 15 U.S.C. 4«. Interprets 
or applies sec 5. 38 8Ut. 710. as amended; 
15 US.C. 45) (Modified cease and desist or¬ 
der, Golden Grain Macaroni Company, et al.. 
Ban Leandro. Calif.. Docket No. 8737, June 26. 
1073) 

In the matter of Golden Grain Macaroni 
Company, a Corporation , and Paskey 
DeDomtnico . Individually and as an 
Officer of said Corporation. 

Order modifying on earlier order dated 
January 18. 1971, 36 F.R. 5212. 78 F.T.C. 
63, pursuant to order of December 20. 
1972. of the United States Court of Ap¬ 
peals for the Ninth Circuit (Cert, denied 
on May 29. 1973). by deleting that part 
of the order requiring divestiture of Ore¬ 
gon Macaroni Company. 

The modified order is as follows: 

Modified order. Respondent Golden 
Grain Macaroni Company having filed in 
the United States Court of Appeals for 
the Ninth Circuit a petition to review 
and set aside the order issued herein on 
January 18, 1971; and the court on De¬ 
cember 20.1972. having rendered its deci¬ 
sion and entered its Judgment affirming 
and enforcing said order except for that 
part of the order requiring divestiture of 
Oregon Macaroni Company; and the 
United States Supreme Court having 
denied a petition filed by respondent for 
writ of certiorari to the court of appeals 
for review of said decision and Judgment. 

Now therefore . it is hereby ordered , 
That the order of January 18. 1971, be. 
and it hereby is. modified in accordance 
with the Judgment of the court to read 
as follows: 

7f is ordered. That respondent. Golden 
Grain Macaroni Company, a corporation, 
and its officers, directors, agents, repre¬ 
sentatives. employees, subsidiaries, affili¬ 
ates. successors and assigns, within one 
•1) year from the date this order be¬ 
comes final, divest, absolutely and in good 
faith, subject to the approval of the Fed¬ 
eral Trade Commission, all stock, assets, 
or other Interests acquired by Golden 
Grain Macaroni Company, or its sub¬ 
sidiaries, in Porter-Scarpelli Macaroni 
Company, as a result of Golden Grain 
Macaroni Company's acquisition of Mis¬ 
sion Macaroni Company. 

It is further ordered, That respondent 
Golden Grain Macaroni Company, a cor- 
watioiL and Its officers, directors, 
agents, representatives, employees, sub¬ 
sidiaries, affiliates, successors and as¬ 
signs, within one (1) year from the date 
this order becomes final, divest, abso¬ 
lutely and in good faith, subject to the 
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approval of the Federal Trade Commis¬ 
sion. all stock, assets, or other interests, 
including the option to purchase addi¬ 
tional stock or other interests, in Major 
Italian Foods Company. Inc., as a result 
of Golden Grain Macaroni Company's 
acquisition of stock of Major Italian 
Foods Company, Inc. 

It is further ordered , That none of the 
stock. assets, properties, rights or privi¬ 
leges to be divested be sold or trans¬ 
ferred, directly or Indirectly, to any per¬ 
son who is at the time of the divestiture 
an officer, director, employee or agent of. 
or under the control or direction of. 
Golden Orain Macaroni Company or any 
of its subsidiaries or affiliates, or who 
owns or controls, directly or indirectly, 
more than one (I) percent of the out¬ 
standing shares of voting stock of 
Golden Grain Macaroni Company, or any 
of its subsidiaries or affiliates. 

It is further ordered , That for a period 
of ten (10) years respondent Golden 
Orain Macaroni Company shall cease 
and desist from acquiring, directly or in¬ 
directly, without prior approval of the 
Federal Trade Commission, the whole or 
any part of the share capital or other 
assets of any corporation engaged in the 
manufacture of dry paste products 
within the Pacific Northwest. 

It is further ordered , That respondents 
shall, within sixty (60) days from the 
date of service of this order and every 
sixty <60 days thereafter until divesti¬ 
ture is fully effected, submit to the Com¬ 
mission a detailed report of their actions, 
plans, and progress in complying with 
the divestiture provisions of this order, 
and fulfilling their objectives. All reports 
shall include, among other things that 
will be from time to time required, a sum- 
man* of all contacts and negotiations 
with potential purchasers of the stock, 
assets, properties, rights or privileges to 
be divested under this order, the identity 
of all such potential purchasers, and 
copies of all written communications to 
and from such potential purchasers. 

By the Commission. 

Issued: June 26. 1973. 

(seal! Virginia M. Harding. 

Actino Secretary. 

|FR DOC-73-M617 Filed 7-17-73:8:45 am] 


|Docket No. C-2410] 

PART 13—PROHIBITED TRADE 
PRACTICES 

Radioear Corp. 

Subpart—Dealing on exclusive and 
tying basis: f 13.670 Dealing on exclusive 
and tying basis; 13.670-20 Federal Trade 
Commission Act; Subpart—Delaying or 
withholding corrections, adjustments or 
action owed: § 13.675 Delaying or with - 
holding corrections , adjustments or ac¬ 
tion owed; 9 13.677 Delaying or failing 
to deliver goods; Subpart —Enforcing 
dealings or payments wrongfully; 
i 13.1045 Enforcing dealings or payments 
wrongfully; 8ubpart—Maintaining resale 
prices: 9 13.1130 Contracts and agree ¬ 
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ments: 113.115 Price schedules and an - 
nouncements; 5 13.1160 Refusal to sell. 

(See. 6. 38 Stat. 721; 15 US C. 46. Interpret* 
or applies Sec. 5. 38 Slat. 719, aa amended; 
15 UB.C. 45) (Ceased and detliit order, Radio- 
ear Corporation. Canonsburg. Penn.. Docket 
02419. June 26. 1973] 

In the Matter of Radioear Corporation , 
a Corporation. 

Consent order requiring a Canonsburg, 
Penn., manufacturer, distributor and 
repairer of hearing aids, among other 
things to cease imposing customer and 
territorial restrictions and exclusive 
dealing requirements on its dealers: 
price-fixing activities; requiring its deal¬ 
ers to furnish names and addresses of 
customers; and failing to include and 
deliver any express product warranty. 

The order to cease and desist, includ¬ 
ing further order requiring report of 
compliance therewith, as well as Appen¬ 
dix A. is as follows: 

It is ordered, That respondent Radio- 
ear Corporation, and its subsidiaries, 
divisions, affiliates, successors, assigns, 
officers, directors, agents, representatives 
and employees, directly or indirectly, or 
through any corporate or other device, 
in connection with the manufacturing, 
distribution, advertising, offering for 
sale, sale or repair of Its own brand name 
or trademark hearing aids, or related 
products, in commerce as "commerce" is 
defined in the Federal Trade Commission 
Act, shall forthwith cease and desist 
from: 

1. Entering into, maintaining, pre¬ 
serving, or enforcing, by refusal to sell 
or repair, setting of sales quota or 
equivalent thereof, termination or 
threat thereof, communicated expecta¬ 
tion or request, or in any other manner, 
any arrangement or method of doing 
business with a dealer of hearing aids 
and/or accessories which has the pur¬ 
pose or effect of precluding or prevent¬ 
ing a dealer from selling the product 
of one or more other hearing aid manu¬ 
facturers: 

2. Refusing to make available 

promptly upon request: 

<a> a hearing aid, accessory or any 
written materials necessary to fit and 
sell such hearing aid or accessory, to 
any dealer engaged in the sale of hear¬ 
ing aids. If respondent makes such 
products available to any other dealer 
located within 100 miles of the request¬ 
ing dealer, or 

(b) a repair or replacement part or 
any written materials necessary to re¬ 
pair or replace such hearing aid, to any 
person engaged in the repair of hear¬ 
ing aids when requested for such pur¬ 
pose, if respondent makes repair or re¬ 
placement parts available to any dealer 
for such purpose; provided, however . 
That if no other provision of this Order 
is violated thereby: 

(1) respondent may require as a con¬ 
dition to the availability directly from it 
of any of its products that the dealer or 
person referred to in 2(a) or (b) above 
has received instruction or met stand¬ 
ards necessary for the fitting, servicing 
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and /or repairing of respondent’s hearing 
aids which are required at that time of 
ail then existing dealers of respondent’s 
products or all persons then engaged In 
tiie repair of respondent's products, so 
long as such instruction. If made avail¬ 
able to any dealer or person. Is made 
available by respondent on reasonable 
terms and conditions to all dealers or 
persons wanting to deal in or repair 
respondent’s product, 

(2) respondent may refuse to make 
available directly from It any of its prod¬ 
ucts to any dealer or person if such 
requesting dealer or person is able 
promptly to obtain the product from an¬ 
other dealer or distributor at respond¬ 
ent’s price to dealers for a single unit 
plus a reasonable handling charge, and 

(3) respondent may refuse to make 
available directly from It any of Its prod¬ 
ucts to any dealer or person on other 
grounds related to that dealer’s or per¬ 
son’s professional competence or ethi¬ 
cal conduct, so long as such refusals are 
uniformly made where such grounds 
exist: 

3. Entering into, maintaining, preserv¬ 
ing. or enforcing, by refusal to sell or 
repair, setting of sales quota or equiva¬ 
lent thereof, termination or threat 
thereof, communicated expectation or 
request, report of sale, warranty limita¬ 
tion. use of names or addresses of a 
dealer's customers, or In any other man¬ 
ner, any arrangement or method of 
doing business which has the purpose or 
effect of restricting or limiting. 

<a> the territory or area in which a 
dealer of respondent’s hearing aids ad¬ 
vertises. offers for sale, sells or repairs 
such products, or 

(b) the persons with whom a dealer of 
respondent's hearing aids deals; 

4. Failing to return any hearing aid 
submitted to respondent for repair di¬ 
rectly to the person who submitted such 
product for repair, unless otherwise in¬ 
structed in writing by such person: 

5. Fixing, establishing, stabilising, 
maintaining or suggesting the prices at 
which a dealer of respondent's hearing 
aids may or shall advertise, offer for 
sale, or sell to the public, or a person re¬ 
pairing respondent's hearing aid may re¬ 
pair, such products; provided , however. 
That nothing in this Order shall prohibit 
respondent after ten years from the date 
of entry of this Order from exercising 
any lawful rights It may then have under 
the Miller-Tydings Act, 50 Stat. 693 
(1937) and the McGuire Act. 66 Stat. 632 
(1952) with respect to hearing aids; 

6. Requiring that a dealer partici¬ 
pating in respondent’s cooperative adver¬ 
tising program must not state or imply. 
In such cooperative advertstments, that 
the dealer also deals in other brands of 
hearing aids; provided. however . That 
respondent may continue to prohibit in 
such cooperative advertisement the stat¬ 
ing of other brand names of hearing 
aids; 

7. Requiring that a dealer of the re¬ 
spondent’s hearing aids submit to re¬ 
spondent any name or address of any 
customer of such dealer, or maintaining, 


using, publishing or disseminating for 
any purpose any name or address of any 
customer of a dealer of the respondent’s 
hearing aids obtained from such dealer 
after the date of this Order without 
securing a prior written consent of such 
dealer for such purpose; 

8. Preventing any dealer from using 
respondent’s product (brand) name in 
connection with the advertising, offer¬ 
ing for sale, sale or repair of any of re¬ 
spondent’s products, except that respond¬ 
ent may protect its rights in such name 
recognized at law; 

9. Failing to include and deliver with 
any of respondent’s hearing aids sold by 
respondent any express product war¬ 
ranty for such product provided by re¬ 
spondent to the user. 

XL 

It is further ordered. That respondent 
shall: 

(a) Forthwith distribute a copy of this 
Order to each of its operating divisions, 
to its present corporate officers and to its 
present sales and repair personnel, and 
shall secure from each such officer, em¬ 
ployee or other person, a signed state¬ 
ment acknowledging receipt of said 
Order: 

(b) Within thirty (30) days after serv¬ 
ice upon it of this Order, distribute a 
copy of the letter appended to this Order 
and made a port hereof as Appendix A 
to each of its existing hearing aid dealers 
and to every person known to be engaged 
in the repair of respondent's products; 

(c) Within sixty (60) days after serv¬ 
ice upon It of this Order, place a full- 
page advertisement in a trade journal 
or publication with circulation among 
hearing aid dealers, which advertisement 
shall clearly and conspicuously disclose 
the provisions of Part I of this Order; 

(d) Within one hundred and twenty 
(120) days after service upon It of this 
Order, file with the Commission a report, 
in writing, setting forth in detail the 
manner and form In which it has com¬ 
plied with this order, including a list of 
all dealers and other persons on whom 
it has served a copy of Appendix A. and 
a copy of the publication which Includes 
respondent's advertisement required by 
this Order; 

(e) For a period of ten (10> years from 
the date hereof establish and maintain 
a file of all records referring or relating 
to respondent’s refusal to sell to any 
hearing aid dealer, or person engaged in 
the business of repairing hearing aids, 
which file must contain a record of a 
communication to such dealers or per¬ 
sons explaining respondent’s refusal to 
sell, and which file will be made available 
for Commission inspection on reasonable 
notice and annually, for a period of five 
(5) years from the date hereof, submit 
a report to the Commission listing the 
names of all dealers or persons with 
whom respondent has refused to deal 
over the preceding year, a description of 
the reason for the refusal, and the dale 
of the refusal; 

(f) Notify the Commission at least 
thirty (30) days prior to any proposed 


change in the corporate respondent such 
as dissolution, assignment or sale result¬ 
ing in the emergence of a successor cor¬ 
poration. the creation or dissolution of 
subsidiaries, or any other change In the 
corporation which may affect compli¬ 
ance obligations arising out of thLs 
Order. 

Issued: June 26. 1973. 

By the Commission. 

(seal) Virginia M. Hardinc. 

Acting Secretary . 

Appendix A—Letter To Hearing Aid Deal m 

COmclAL STATION CUT OP EADIOEAS 
CORPORATION) 

Dear__ , 

Radloear Corporation has entered into a 
consent order agreement with the Federal 
Trade Commission which obligates the com¬ 
pany not to Impose various restrictions upon 
dealers or to engage In certain other prac¬ 
tices. This agreement Is for settlement pur¬ 
poses only and does not constitute an admis¬ 
sion by the company that It has engaged m 
any unlawful conduct. 

A copy of the pertinent provisions of the 
consent order Is enclosed for your careful 
examination. If In the future you believe 
that any of Its terms have been violated, the 
details may be reported in writing to: 

Federal Trade Commission, 

Bureau of Competition, 

Washington. D.C 20680 

The entry of this consent order does not 
affect Rad toeor's method of conslgnmrnt 
selling, so long os no provision of this order 
is violated, and we may continue to rety on 
our group of existing dealers as primarily 
responsible for the effective distribution and 
service of Radioear products. We look for¬ 
ward to continuing such an association wtth 
you consistent with the letter and spirit of 
our consent order agreement. 

Sincerely yours, 

(Name). 

President, 

Radloear Corporation 
Complaint 

Pursuant to the provisions of the Federal 
Trade Commission Act (Title 15. UB.C. Sec¬ 
tion 41. et srq.) and by virtue of the au¬ 
thority vested in it by said Act, the Ptoder.u 
Trade Commission, having reason to believe 
that the party identified in the caption 
hereof, and more particularly described .aid 
referred to hereinafter as respondent, has 
violated the provisions of Section 5 of the 
Federal Trade Commission Act. and it ap¬ 
pearing to the Commission that a proceeding 
by It in respect thereof would be In the in¬ 
terest of the public, hereby Issues Its com¬ 
plaint stating its charges as follows: 

Paragraph one. Respondent Radioear Cor¬ 
poration (hereinafter sometimes referred to 
as ‘Radloear”) is a corporation organized 
under the laws of the State of Delaware, with 
its principal office and place of business at 
375 Valley Brook Road. Canonaburg, Penn¬ 
sylvania 15317. Radloear Corporation is a 
subsidiary of the Bstertlne Corporation. New 
York, New York. 

Paragraph two. Respondent Is engaged in 
the business of manufacturing, distributin',- 
selling and repairing of Radloear brand 
hearing aids. It distributes and sells to se¬ 
lected retail dealers located throughout the 
United States, who then resell to the genemi 
public. 

Paragraph three. In the course and con¬ 
duct of its business, respondent ships or 
causes to be shipped bearing aids from ita 
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facilities In U>© StAte of Pennsylvania to 
elected retail dealers throughout the United 
State* There Is now and has been for sev¬ 
eral years a constant and substantial flow 
of respondent's bearing aids In commerce, as 
i ommerce" Is defined in the Federal Trade 
Comintern Act. 

Paragraph /our. Except to the extent that 
competition has been restrained by reason 
of the practices hereinafter alleged, respond¬ 
ent* ? elected retail dealers. In the course and 
conduct of their business of offering for sale 
snd celling Radioear hearing aids, are in 
r:batanttal competition in commerce with 
one another and with dealers engaged in the 
offering for sale and selling of other brands 
of hearing aids; and respondent Is In sub¬ 
stantial competition in commerce with 
others engaged In the manufacturing, dis¬ 
tributing. selling and repairing of hearing 
aids. 

Paragraph five. Trade and commerce in the 
United States In hearing aids la substantial. 
In 1070, the total value of ahlpmrnts 
amounted to $60 million at the manufactur¬ 
ers* prices, and Is estimated to have exceeded 
#175 million at retail prices. In 1070. about 
fifty domestic manufacturers, domestic sub- 
f. diaries of foreign manufacturers and do¬ 
mestic distributors of foreign manufacturers 
sold approximately 510.000 hearing aids 
through 6.000 retail dealers who employed 
over 10,000 salesmen. 

Paragraph six. In 1070. the top four com¬ 
panies 1st the hearing aid industry accounted 
for approximately 60% of the dollar value of 
rhipmenta; the top eight companies. Includ¬ 
ing respondent Radioear. accounted for ap¬ 
proximately 70% of such shipments; and the 
top twenty companies accounted for over 
00% of the Industry's shipments. 

Paragraph teven. In 1070, respondent Ra¬ 
di oear. which has manufactured hearing aids 
since 1034, had soles in excess of two million 
dollars, making it the seventh largest hear¬ 
ing aid manufacturer In the United States 
market. 

Paragraph eight. Hearing aids are sold by 
the manufacturers directly to the retail deal¬ 
ers. who resell the hearing aids to members 
of the genera! public. Wholesalers are rarely 
used in the distribution process. The suc¬ 
cess of the established manufacturers In 
idling their products has been based pri¬ 
marily on their ability to secure the services 
of retails dealers to sell their products to the 
hearing handicapped. Similarly, to be suc¬ 
cessful, new entrants Into the market must 
recurs distribution through established 
dealer* 

Approximately 60% of the retail sales of 
hearing aids occur as a result of Initial, di¬ 
rect contact between the bearing aid dealer 
and the hearing handicapped, while most of 
the remaining sales are made after the hear¬ 
ing handicapped are referred to dealers by 
medical doctors or hearing clinics. It Is the 
practice among medical doctors and hearing 
clinics, after having determined that an in¬ 
dividual may benefit from use of a hearing 
aid. to recommend a hearing aid to the pa¬ 
tient by the brand name and model, rather 
than by Its general performance character¬ 
istics, This is done on the basis of actual 
teats with hearing aids which have been 
placed with such doctors or clinics by either 
the manufacturers or dealers. Then, because 
the doctors snd clinics do not sell hearing 
aids, the patient Is referred to the hearing 
aid dealer in his locale who deals In the 
brand of hearing aid recommended. While 
the average price of a hearing aid to a dealer 
!a about $100, the average retail price to Use 
hearing handicapped Is about $350. More 
Uian 50% of the persons with hearing Im¬ 
pairment who purchase hearing aids are over 
65 yean of age. 


Paragraph nine. In the distribution and 
sale of their hearing aids, a number of the 
manufacturers of hearing aids for many 
years have used and pursued parallel 
courses of business behavior. 

Among such courses of business behavior 
are the following: 

(1) distributing and selling their hearing 
aids directly to selected retail dealers, refus¬ 
ing to deal with all other dealers; 

(2) entering into agreements or under¬ 
standings with their dealers, which agree¬ 
ments: 

(а) establish territories within which the 
dealers may advertise and sell their prod¬ 
ucts; 

<b) require exclusive dealing In the manu¬ 
facturers' products; 

(c) assign sale or purchase quotas to be 
met by their dealers; 

(d) encourag© or require the use of the 
manufacturers' brand name in the dealers' 
trade styles; 

(e) restrict the classes of customers with 
whom their dealers may deal; 

(f) require their dealers to submit the 
names and addresses of their customers to 
the manufacturers; 

(g) permit the manufacturer to terminate 
such agreements without cause upon thirty 
days notice; and 

(h) in the event of such termination per¬ 
mit the manufacturers to repurchase the ter¬ 
minated dealers* products purchased from 
such manufacturers; 

(3) refusing to issue the express product 
warranties to consumers unless and until 
their dealers have reported the names and 
addresses of their customers to the manu¬ 
facturers; 

(41 encouraging or requiring their dealers 
to participate in cooperative advertising pro¬ 
grams which preclude mention that the 
dealers offer competing brands of hearing 
aids tor sale: 

15) engaging In extensive national brand 
advertising of their hearing aids; 

(б) suggesting to their dealers retail prices 
for heating aids which are often more than 
300% above the manufacturers* prices to tho 
dealers, with such dealers generally selling 
at such suggested retail prices; and 

(7) selling repair parts and offering repair 
service only to their selected dealers, refusing 
to sell such parts to all others. Including 
Independent repairmen or repair centers, and 
refusing to offer repair service to all other 
dealers. 

The effect of the aforesaid parallel courses 
of business behavior has been to eliminate 
intra-brand and to hinder or suppress inter- 
brand competition in the hearing aid Indus¬ 
try, and. further, to aggravate the unfair 
and anticompetitive effect of the acta and 
practices of the respondent as alleged in 
paragraphs ten and eleven. 

Paragraph fen. In the course and conduct 
of Its business of manufacturing, distribut¬ 
ing. selling and repairing Radiocar hearing 
aids In commence, respondent Radiooar pur¬ 
sues the following course of action: 

A. It requires its selected dealers to sell 
Radioear hearing aids within assi gn ed geo¬ 
graphic territories; 

B. It requires Its selected dealers to deal 
exclusively In Radioear hearing aids: 

C. It fixes, establishes, controls and main¬ 
tains tho retail prices at which its dealers 
sell Radioear hearing aid* 

D. It prohibits its dealers from dealing 
with certain potential customers; 

E. It prohibits others, not Us dealers, from 
dealing In. or repairing Radioear hearing 
aids; and 

F. It appropriates and uses for Its own pur¬ 
poses the names and addresses of its dealers' 
customers. 


Paragraph eleven. In furtherance of this 
course of action, respondent has been, and 
now Is engaged in the following acts and 
practices, among others: 

(1) Respondent uses agreements or under¬ 
standings which 

(a) require a dealer to sell Radioear hear¬ 
ing aids within an assigned territory on 
penalty of forfeiting his sales profit to an¬ 
other Radioear dealer In whose territory tales 
would be made; 

(b) require a dealer to deal exclusively In 
Radioear hearing aids within that assigned 
territory upon penalty of appointment of 
additional dealers la such territory; 

(c) require a dealer to sell Radioear hear¬ 
ing aids only to customers found within the 
assigned territory; 

(d) require a dealer to tell Radioear hear¬ 
ing aids at prices established by respondent; 

(e) require a dealer to submit to the re¬ 
spondent the names and addresses of each 
customer who purchases Radioear hearing 
aids; 

<f) condition the express product war¬ 
ranty on the submission of the names and 
addresses of each such customer to the 
respondent; 

<g) prohibit a dealer from dealing with 
the United States Government, State Gov¬ 
ernments or agencies thereof: and 

(h) allow for Immediate termination of 
contract upon dealer's violation of any pro¬ 
vision thereof; 

(2) Respondent encourages or permits its 
dealers to use the Radioear brand name. In 
conjunction with a geographic identification 
of the dealers* locations, or otherwise. In tbs 
dealers' trade styles; 

(3) Respondent Issues to IU dealers price 
lists in which the retail prices for Radioear 
hearing aids are set forth; 

(4) Respondent offers to its dealers a co¬ 
operative advertising plan which provides 
that Radioear wlU not share the cost of any 
dealer advertisement which mentions In any 
way that the dealer also offers for sale other 
brands of hearing aids; 

(6) Respondent refuses to ship additional 
merchandise to a dealer unless or until the 
dealer submits to Radioear the names and 
addresses of tho purchasers of hearing? aids 
previously shipped to the dealer; 

(O) Respondent refuses to sell to all but a 
few dealers, selected In such a manner that 
each of such selected dealers enjoys terri¬ 
torial exclusivity so that he Is not in com¬ 
petition with any other dealer selling Radio¬ 
car healing aids; 

(7) Respondent refuses to sen Radioear 
repair parts or to provide schematics to all 
dealers, or to persons engaged In the business 
of repairing or servicing hearing aids; 

(8) Respondent refuses to supply Radioear 
promotional and advertising materials, price 
lists, hearing aid specifications or perform¬ 
ance Information to all dealers: 

(P) Respondent prohibits its selected deal¬ 
ers from selling Radioear bearing aids to 
other dealers of hearing aids; 

(10) Respondent provides in 1U standard- 
form contract that Radioear baa the right to 
terminate the contract, at any time, upon 
thirty days notice to the dealer; and 

(U> Respondent provides In said contract 
that in the event of termination: 

(at a dealer is required to discontinue the 
um of Radioear brand name in his name, 
sign or advertising in connection with hear¬ 
ing aid business: 

(b) a dealer Is prohibited from receiving 
any mall addressed to him In a manner In¬ 
cluding the name Radioear In It, and he is 
to instruct the postmaster to forward such 
mall either to the respondent or to a person 
of respondent's choice; 
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(o) a dealer to prohibited from using Radio- 
ear advertising material and must either de¬ 
stroy It or return It to respondent; and 

(d) Rodioear has the right to reacquire 
the terminated dealer's Inventory of Radioear 
hearing aids. 

Paragraph twelve. The acts and practices 
of respondent enumerated hereinabove in 
paragraphs ten and eleven, taken either In¬ 
dividually or collectively, are oppressive, 
coercive, unfair and anticompetitive, and 
have the tendency and capacity of hindering, 
suppressing or eliminating competition, or 
constitute unfair methods of competition, or 
unfair acts or practices, with the following 
efrccte. among others: 

(1) Com petition between respondent and 
other manufacturers of hearing aids has been 
hindered and suppressed; 

(2) Competition among dealers dealing In 
Radloear hearing aids has been eliminated; 

(3) Such dealers have been deprived of 
their freedom to select their customers and 
otherwise to function as free and Independent 
businessmen; 

(4) Such dealers have been deprived of 
their ownership of. and freedom to maintain, 
confidential lists of thetr customers; 

(5) Competition among dealers dealing In 
Radloear bearing aids and dealers dealing In 
other brands of hearing akto has been 
hindered and suppressed; 

(0) Retail dealers of hearing aids have been 
deprived of their freedom to act In the beat 
Interests of the hearing-impaired public; 

(7) Consumers have been deprived of their 
right to fair and Impartial recommendations 
from dealers In the selection of hearing aids 
for the alleviation of their hearing Impair¬ 
ment ; 

(8) Consumers have been deprived of the 
benefits of free competition; and 

(8) Those engaged in the repairing or serv¬ 
icing of hearing aids In competition with 
respondent have been deprived of their right 
to repair or service Radloear hearing akto. 

Paragraph thirteen. The aforesaid acts and 
practices of respondent have the tendency 
unduly to restrict and restrain competition 
and have Injured, hindered, suppressed, 
lessened or eliminated actual or potential 
competition, are to the prejudice and Injury 
of the public, and constitute unfair methods 
of competition In commerce and unfair acts 
and practices in commerce, in violation of 
Beet ion 5 of the Federal Trade Commission 
Act. 

Wherefore, the premises considered, the 
Federal Trade Commission on this 26th day 
of June, A D, 1073, issues this, Its complaint, 
against said respondent. 

By the Commission. 

(SEAL] VlBGlNtA M HaXOINO. 

Acting Secretary . 

|FR Doc.73-14016 F*Utd 7-17-73:8:45 am] 


Title 21—Food and Drugs 

CHAPTER I—FOOD AND DRUG ADMINIS¬ 
TRATION, DEPARTMENT OF HEALTH, 
EDUCATION, AND WELFARE 
SUBCHAPTER B—FOOD AND FOOD PRODUCTS 
PART 121—FOOD ADDITIVES 

Subpart D—Food Additives Permitted In 
Food for Human Consumption 

Boiler Water Additives 

The Commissioner of Pood and Drugs, 
having evaluated data In a petition (PAP 
2A2743) filed by Betz Laboratories, Inc., 
Somcrton Rood, Trevosc. PA 19047, and 
other relevant material, concludes that 
the food additive regulations should be 


amended, as set forth below, to provide 
for the safe use of sodium carboxy- 
methylcellulose tn the preparation of 
steam that will contact food. The addi¬ 
tive is a grade of sodium carboxymethyl- 
cellulose which does not comply with 
food grade specifications. It is not viola- 
tile but minor amounts may be carried 
over with steam by entrainment in boiler 
operations and come in contact with 
steam-treated food. 


Therefore, pursuant to provision* of 
the Federal Food, Drug, and Cosmetic 
Act (sec. 409(c)(1), 72 Stat. 1786; 21 
UB.C. 348(c)(1)) and under authority 
delegated to the Commissioner (21 CFR 
2.120), 8 121.1088(c) is amended by 
alphabetically inserting a new’ item in 
the list of substances as follows: 

§ 121.1088 Boiler water additive*. 


(c) List of substances: 


Limitations 


Sodium carboxymethylcellulooe..... Contain* not leas than 95 percent sodium 

carboxyroethylcelluloce on a dry-weigh; 
basis, with maximum substitution of 0 9 
carboxymcthyl groups per anhydrogluoose 
unit, and with a minimum viscosity of 
centlpotoee for 2 percent by weight aqueous 
solution at 25* C.; such determinations to 
be made by methods prescribed In Pood 
Chemicals Codex (Second Edition)* mono¬ 
graph for sodium carboxymethylcellulosc 


1 Copies may be obtained from: National Academy of Sciences, 2101 Constitution Avenue, 
NW.. Washington. D C. 20037. 


Any person who will be adversely af¬ 
fected by the foregoing order may at any 
time on or before August 17, 1973 file 
with the Hearing Clerk, Department of 
Health, Education, and Welfare, Room 
6-88, 5600 Fishers Lane. Rockville, MD 
20852, written objections thereto. Objec¬ 
tions shall show wherein the person fil¬ 
ing will be adversely affected by the 
order, specify with particularity the pro¬ 
visions of the order deemed objection¬ 
able. and state the grounds for the ob¬ 
jections. If a hearing is requested, the 
objections shall state the issues for the 
hearing, shall be supported by grounds 
factually and legally sufficient to Justify 
the relief sought, and shall Include a de¬ 
tailed description and analysis of the 
factual Information intended to be pre¬ 
sented in support of the objections in the 
event a hearing is held. Objections may 
be accompanied by a memorandum or 
brief In support thereof. Six copies of all 
documents shall be filed. Received objec¬ 
tions may be seen In the above office dur¬ 
ing working hours, Monday through 
Friday. 

Effective date. This order shall become 
effective on July 18. 1973. 

(Bee. 409(e)(1). 72 Stat. 1786; 21 D3C. 348 
(C)(1)) 

Dated: July 11.1973. 

Norm: Incorporation by reference provi¬ 
sion* approved by Uie Director of the Federal 
Register July 10.1973. 

Sam D. Fine. 

Associate Commissioner 
lor Compliance . 

IFR Doc.73-14603 Piled 7-17-73;8:45 am] 


Title 24—Housing and Urban 
Development 

CHAPTER II—OFFICE OF ASSISTANT SEC 
RETARY FOR HOUSING PRODUCTION 
AND MORTGAGE CREDIT-FEDERAL 
HOUSING COMMISSIONER [FEDERAL 
HOUSING ADMINISTRATION], DEPART 
MENT OF HOUSING AND URBAN 
DEVELOPMENT 

l Docket No. R-73-232] 
DEBENTURE INTEREST RATES 
The following amendments have been 
made to this chapter to change the de¬ 
benture Interest rate. The Secretary lias 
determined that advance publication and 
notice and public procedure are unneces¬ 
sary since the debenture interest rate to 
set by the Secretary of the Treasury In 
accordance with a procedure established 
by statute and that said causo exists for 
making this amendment effective July l 
1973. 

Accordingly. Chapter n is amended as 
follows: 

SUBCHAPTER C—MUTUAL MORTGAGE INSUR 
ANCE AND INSURED HOME IMPROVEMENT 
LOANS 

PART 203—MUTUAL MORTGAGE INSUR 
ANCE AND INSURED HOME IMPROVF 
MENT LOANS 

Subpart B—Contract Rights and 
Obligations 

1. Section 203.405 is amended to read 
as follows: 

§ 203.103 Debenture interest rate. 

Debentures shall bear interest from 
the date of Issue, payable semiannual!y 
on the first day of January and the first 
day of July of each year at the rate in 
effect as of the date the commitment was 
issued or as of the date the mortgage was 
endorsed for insurance, whichever rate 
is higher. The following interest rate* 
are effective for the dates listed: 
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Lrteetir# rat* On or altar— Prior to— 

tperocnU 


*J4- 


July I, 1971.. mzs January 1,1771. 
January I, July i, IfTL 

July 1,1«73_a January 1.1971. 


«s January 1,t973~^s July I, Iffl 



_ - v iiiun f a. a 

_July 1.1WT 


,SCC. ail. M Stat. 23; 12 UJB-C. 1715b. In- 
•erpmis or applies arc, 203. 52 BtaL 10. as 
amended; 13 U.8.C. 1709) 

2. Section 203.479 is amended to read 
as follows: 

§ 203. 179 Debenture interest rate. 

Debentures shall bear Interest from the 
date of issue, payable semiannually on 
the first day of January and the first day 
of July of each year at the rate in effect 
as of the date the commitment was is¬ 
sued, or as of the date the loan was en¬ 
dorsed for insurance, whichever rate is 
the higher. The following Interest rates 
aie effective for the dates listed: 


Efteettea rate On or after— Prior te— 

(pMtel) 


SUBCHAPTER F—URBAN RENEWAL HOUSING 
INSURANCE AND INSURED IMPROVEMENT 
.LOANS 

PART 220—URBAN RENEWAL MORT¬ 
GAGE INSURANCE AND INSURED IM¬ 
PROVEMENT LOANS 

Subpart D—Contract Rights and 
Obligations—Projects 

Section 220.830 is amended to read as 
follows: 

§ 220.830 Debenture intercot rate. 

Debentures shall bear Interest from 
the date of issue, payable semi-annually 
on the first day of January and the first 
day of July of each year at the rate in 
effect as of the date the commitment was 
issued or as of the date the loan was 
endorsed for insurance, whichever rate 
is higher. The following interest rates 
are effective for the dates listed: 


Effective mte On or after— Prior to— 
iputeaO 


_July 1,1971_January 1.1972 

__ January 1.1972_July I, MBS 

_--_ ;_July I, 1972_a January t. 1973 

Aij ...- January 1.1973—: July l, 1973 

0_July I, 1V73_■■■■a 



July 1.1971_ 

January L l«2._ 

July 1.1*72.- 

January I, W7E... 

July K U73-~- 


Jsmnry 1.1972 
July 1,1972 
Janunry 1,1973 
July 1, 1973 


(Sec. 211. 52 SUt. 23; 12 UiLC. 1715b. Inter¬ 
pret* or applies to aec. 203. 52 StaL 10, as 
amended; 12 Uff.C. 1709) 


SUBCHAPTER D—RENTAL HOUSING 
INSURANCE 

PART 207—MULTIFAMILY HOUSING 
MORTGAGE INSURANCE 

Subpart B—Contract Rights and 
Obligations 

In 207.259 paragraph (e)( 6 ) Is 
amended to read as follows:, 

§ 207.239 Inaumnrr benefit*. 

• • • • • 

♦ e> Issuance of debentures. • • • 

( 6 ) Bear interest from the date of 
issue, payable semiannually on the first 
day of January and the first day of July 
of each year at the rate in effect as of 
the date the commitment was issued, or 
as of the date of initial insurance en¬ 
dorsement of the mortgage, whichever 
rate is the higher. The following interest 
rates are effective for the dates listed: 


KMfftnti On or after— Prior to— 

tpmttot) 



«mS July 1.1971_a January 1,1972. 

-~ January 1.1972_; July L 1972. 

-i* July 1. 1972_i January L 1973. 

— i January 1.1973.. -s July 1,1971. 

—July 1. \r%. _ _ I- 


(8w. 211. 52 8tut. 23; 12 UA.CX 1716b. Inter- 
preta or applies sec. 207, 52 SUt. 16, us 
amended; 12 Uff.C. 1713) 


(Sec. 211, 52 SUL 23; 12 UJB.O, 1715b. Inter¬ 
prets or applies sec. 220. 68 8tut. 596, a* 
amended; 12 UJB.C. 1715k) 

Effective date. These amendments are 
effective as of July 1,1973. 

Woodward Kingman, 
Acting Assistant Secretary- 
Commissioner for Housing 
Production and Mortgage 
Credit . 


Vincent Hearing, 
Acting Assistant Secretary 
for Administration . 

|FR Doc.73-14511 Plied 7-17-73;8:45 ami 


Title 28—Judicial Administration 
CHAPTER I—DEPARTMENT OF JUSTICE 
PART 50—STATEMENTS OF POLICY 

(Order No. 530-73) 

Policies With Regard to the Defense of 
CrvH Actions Under the Freedom of In¬ 
formation Act and the Functions of the 
Freedom of Information Committee 

Under and by virtue of the authority 
vested in me by section 509 of Title 28 
of the United States Code, Part 50 of 
Title 28 of the Code of Federal Regu¬ 
lations is amended by adding at the 
end thereof the following new section: 

§ 50.9 Polirir* will* regard to the de¬ 
fense of civil arliotu under the Free¬ 
dom of Information Act and the 
function* of the Freedom of Infor¬ 
mation Committee. 

(a) No civil action against a federal 
agency under the Freedom of Informa¬ 
tion Act, 5 UJB.C. 552. shall be defended 


by the Ctrfi Division, the Tax Division 
or any other part of the Department of 
Justice unless the Department's Free¬ 
dom of Information Committee has 
been consulted by the agency. This docs 
not preclude the defense of a premature 
suit, brought before the agency’s final 
denial of the materials at issue, pro¬ 
vided that the agency as promptly as 
possible upon the filing of the suit 
brings the matter before the Commit¬ 
tee. 

(b) The Freedom of Information Com¬ 
mittee referred to In this section Is the 
committee of lawyers In the Office of 
Legal Counsel and in the Civil Division 
which was first established December 8 , 
1969. The functions and current mem¬ 
bership of the Committee are noted in 
a memorandum from the Attorney 
General to the heads of all agencies 
issued at the time of the adoption of 
this section. 

(c) The Committee is instructed to 
make every possible effort to advance 
the objective of the fullest responsible 
disclosure. To this end. In connection 
with its consultations with agencies 
that propose to Issue final denials under 
the Act, the Committee shall, in addi¬ 
tion to advising the agency with respect 
to the legal issues. Invite the attention 
of the agency to the range of public 
policies reflected In the Act. including 
the central policy of the fullest respon¬ 
sible disclosure. The Committee may 
also request assistance and make stud¬ 
ies and recommendations to carry out 
the intent of this paragraph. 

Dated: July 11.1973. 

Elliot L. Richardson, 
Attorney General. 

\YR Doc.73-14649 Piled 7-17-73:8:45 am I 

Title 39—Postal Service 

CHAPTER I—U.S. POSTAL SERVICE 

PART 124—MATTER MAILABLE UNDER 
SPECIAL RULES 

Mailing of Switchblade Knives 

Regulations dealing with the mailing 
of switchblade knives are amended to 
delete a requirement for special mark¬ 
ings on the parcels containing such 
knives. Accordingly, 4 124.6 Switchblade 
knives is amended as follows as of July 
18, 1973. 

1. Paragraph (b) Marking of Parcels 
Is deleted from 9 124.6, 

2. Paragraph (c) Identification of Ad¬ 
dressee of 1124.6 Is redesignated as para¬ 
graph (b). 

3. Paragraph <d) Explanation of Mail¬ 
ing of 9 124.6 is redesignated as para¬ 
graph (c). 

(39 U S.C. 401.3001). 

Roger P. Craig. 

Deputy General Counsel. 

[FR Doc.73-14660 Piled 7-17-73;8:45 ami * 
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PART 232—POSTAL LOSSES AND 
OFFENSES 

Arrest and Subpoena Powers of Postal 
Inspectors 

Regulations regarding arrest and sub¬ 
poena powers of the Postal Inspectors 
are amended to conform to the language 
of 18 UJ3.C. 3061, as amended by section 
6(J) (38) <A> of the Postal Reorganiza¬ 
tion Act (P.L. 91-375, 84 Stat. 719). Sec¬ 
tion 6(J> (38) took effect on July 1, 1971. 
Inasmuch as the arrest and subpoena 
powers of the Postal Inspectors are stat¬ 
utory in nature, the current amendment 
to the Code of Federal Regulations 
should not be construed as affecting the 
exercise of such powers before publica¬ 
tion of this amendment in the Federal 
Register. 

Accordingly, paragraph (b) of 8 232.5 
Is amended to read as follows: 

§ 232.3 Arrr#t uml mi 1> pc tin power* of 
postal inspector*. 

• • • • • 

(b) Limit citterns. The powers granted 
by paragraph (a) of this section shall 
be exercised only in the enforcement of 
laws regarding property of the United 
States in the custody of the Postal Serv¬ 
ice, including property of the Postal 
Service, the use of the mails, and other 
postal offenses. 

(39 US C 401; 18 US.C. 3061) 

Roger P. Craig, 
Deputy General Counsel . 

|PR Doc 73-14661 Filed 7-17-73;8:45 ami 


Tltl© 41—Public Contracts and Property 
Management 

CHAPTER 5A—FEDERAL SUPPLY SERV¬ 
ICE, GENERAL SERVICES ADMINISTRA¬ 
TION 

Products or Services Presented for 
Procurement Consideration 

A new subpart is added which contains 
applicable detailed procedures governing 
additions of new items (commodities and 
nonpersonal sendees) into Federal pro¬ 
curement programs. 

PART 5A-1—GENERAL 

Part 5A-1 is amended by the addition 
of new Subpart 5A-1.54, as follows: 

Subport 5A-1.54—Product* or Sorvlco* 
Presented for Procurement Consideration 

Soc. 

BA-1.5401 Policy. 

BA-15402 (Reserved | 

6A-1.5403 Initial referral of Inquiries. 

BA-1.5404 Processing of Inquiries. 

BA-1.5405 Processing of completed applica¬ 
tion forms. 

Subpart 5A-1.54—Products or Services 
Presented for Procurement Consideration 

g 5 A—1.5401 Polky. 

(a) Consistent with the Government's 
general policy on being responsive to 
technological advances in Industry by 
adopting, when appropriate, new and im¬ 
proved methods for performing services 
or new and Improved articles into its 
system, the following policies, responsi¬ 
bilities, and procedures are prescribed. 


RULES AND REGULATIONS 

(b) Generally, a person or concern 
wishing to present a new or improved 
article or new method of service to the 
Federal 8upply Service will do so, or 
should be advised to do so, by presenting 
his case to any GSA Business 8ervice 
Center (BSC). The presentation shall be 
in the form of an application. (See 
I 5A-1.5403. > 

(c) The BSC will transmit the appli¬ 
cation to the Data Management Branch 
(FMSD). Standardization Division. Of¬ 
fice of Standards and Quality Control, 
for initial processing. (See 88 5A-1.5404 
and 5A-1.5405.) 

<d) If FMS finds the new or improved 
article or service adaptable for a try-out 
in the Federal Supply system, it will for¬ 
ward the application to the National 
Buying Center Division (FPN>. (See 
8 5A-1.5405.) 

(e> FPN will then take any one of the 
following actions, if the item is found 
suitable for introduction (see 8 5A-1.5405 
<c>>: 

(1) Include the Item in an existing 
Federal Supply Schedule; 

(2) Include the item in the stock pro¬ 
gram; 

(3) Include the item in a special New r 
Item Introductory Schedule; 

(4) Use one or more self-service stores 
for the test; or 

(5) Use any other action to test the 
suitability of the new improved article or 
service for Introduction into the system. 

§5 A-1.5102 [Referred] 

§ 5A—1.5403 Initial referral of inquiries. 

Unsolicited written offers presented for 
procurement consideration by persons or 
Arms to any Federal Supply Service 
activity and involving new or improved 
articles or services shall be transmitted 
promptly to the Business Service Center 
(BSC) serving the organizational ele¬ 
ment which received the offer. The orig¬ 
inal receiving activity shall acknowledge 
receipt of the offer and advise that the 
offer has been referred to the BSC for 
further action and that any further in¬ 
quiries should be directed to the BSC 
(give full address and telephone num¬ 
ber) . If the presentation is made orally, 
the person making the presentation shall 
be referred to the BSC. 

§ 5A—1.5404 ProccMtirtg of inquiric*. 

(a) Upon receipt of an unsolicited 
offer for procurement consideration in¬ 
volving new T or improved articles or serv¬ 
ices by the Business Sendee Center 
(BSC), the BSC will determine whether 
or not there is any possibility that the 
type of article or service would lend it¬ 
self for procurement by GSA. If It is 
clear that the article or sendee w ould not 
in any way fit into the OSA procurement 
program, the BSC will advise the offeror 
accordingly and provide him with appro¬ 
priate counseling with respect to the pos¬ 
sibility that other agencies may have a 
procurement interest in the offer. 

<b) When there is a possibility that 
the offered new or Improved item or serv¬ 
ice would fit Into the OSA procurement 
program, the BSC will provide the offeror 


with a minimum of four copies of GSA 
Form 1171. Application for Presenting 
New or Improved Articles, which the of¬ 
feror is to complete and return to the 
BSC In triplicate. (For illustration of 
GSA Form 1171 and the applicable In¬ 
structions for submitting GSA Form 
1171. sec 8 5A-16.950-1171.) A copy of 
GSA Form 1171, Instructions for Submit¬ 
ting Applications for Presenting New or 
Improved Articles, will also be provided 
to the applicant. 

g 5A-1.5465 Prorewinp of complrt<<l 
application forms. 

(a) The Business Service Center 
(BSC) will (i) when completed GSA 
Form 1171 is received as a result of the 
consultation mentioned in 8 5A-1.5404 
(b>. above, review the application for 
completeness, or (it) if the GSA Form 
1171 is received without the above-men¬ 
tioned consultation, review the applica¬ 
tion for completeness and from the as¬ 
pects of acceptability of the products, as 
set forth in 8 5A-1.5404(a), above, and 
(ill) promptly forward two copies of the 
acceptable application to Data Manage¬ 
ment Branch (FMSD), Standardization 
Division, Office of Standards and Quality 
Control. If the application is not accept¬ 
able, the BSC will advise the applicant 
accordingly (i) in accordance with 8 5A- 
1.5404(a), above, or (ii) what corrective 
actions he needs to take to make the ap¬ 
plication acceptable. 

(b) FMS shall evaluate each applica¬ 
tion and record its findings on GSA Form 
6477. New Item Application Summary 
(For illustration of G8A Form 6477, see 
8 5A-16.950-6477.) 

(1) When FMS determines that the 
products or services presented in the ap¬ 
plication are not acceptable for inclusion 
In the GSA system. FMS will notify the 
applicant accordingly and furnish a copy 
of this notification to the BSC in <a>. 
above. Procuring activities will normally 
not be consulted concerning these notifi¬ 
cations. 

(2) When the FMS evaluation recom¬ 
mends including certain products or 
services in the GSA system, or when It 
identifies applicant's products as being 
similar to GSA-managed items (items 
already carried in stock or on Federu: 
Supply Schedules). FMSD shall forward 
one copy of GSA Form 1171, one copy of 
GSA Form 6477, and any related ma¬ 
terial to the National Buy ing Center Di¬ 
vision (FPN) which will have final 
responsibility for edtermining the ac¬ 
ceptability of the offered products or 
services. 

(c) The National Buying Center Di¬ 
vision (FPN) shall, upon receipt from 
FMSD of OSA Forms 1171 and 6477 and 
any related material, if the products are 
similar to GSA-managed items, advi.se 
applicant to apply for a Bidders Mailing 
List listing (see 8 5A-76.306), or in all 
other cases: 

(1) Establish a New Item case file: 

(2) Prepare GSA Form 6220, Intro¬ 
ductory Contractor's Record (for illus¬ 
tration see 5 5A-16.950-6220», and in¬ 
clude this form in the case file; 
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( 3 ) Review the FMS recommendation 
to determine whether the offered new or 
improved article or service is still suitable 
for introduction into the procurement 
program or whether certain factors were 
uncovered during this review which indi¬ 
cate that an introduction would not be 
in the Government's best interest. 

(|) If the review r calls for rejecting the 
Introduction into the system. FPN should 
contact FMS to obtain agreement on the 
rejection. (FPN is not required to make 
this contact since FPN has final respon¬ 
sibility for determining acceptability of 
the application, but may wish to do so 
to corroborate the decision to reject.) 

(ii) The rejection shall be recorded 
on GSA Form 6477, mentioning FMS 
agreement, when appropriate. The New 
Item case flic shall be closed out after 
including completed GSA Form 6477 and 
a copy of a letter from FPN to the ap¬ 
plicant explaining why the application 
was rejected. A copy of this letter to the 
applicant shall be forwarded to FMSD 
and to the BSC in (a), above. 

(4) If FPN finds the new or improved 
article or service suitable, a determina¬ 
tion shall be made about the most ap¬ 
propriate method of procurement. This 
determination shall be entered on GSA 
Form 6477. Including the reasons for the 
selection. The applicant shall be noti¬ 
fied in writing (with copy to the B 8 C> 
when it has been determined to accept 
his product or service. Following is a 
guide for making selections for the 
method of procurement: 

(I) Use of existing Federal Supply 
Schedules. If a new* * or improved item 

commodity or service) is related to and 
is suitable for inclusion in an existing 
Schedule, it will be so assigned. If the 
item is to be procured competitively, a 
request for specification shall be initiated 
immediately. 

(II) Use of stock system. While, as a 
general rule, the New Item Introductory 
Schedule method is preferred for the 
initial Introduction of a new item, there 
are circumstances which may justify its 
introduction directly into the stock sys¬ 
tem, if there is evidence of existing de¬ 
mand. Such demand must be sufficiently 
large to meet the criteria for inclusion in 
the stock program. Evidence of existing 
demand must be filed in the case file and 
may be in the form of statements from 
any Federal agency or FSS region. How ¬ 
ever, before an item can be placed into 
the stock system a specification must be 
developed in order to permit competitive 
procurement. 

till) New Item Schedule. If the item 
is not suitable to warrant its Inclusion 
In the stock program or in an existing 
Schedule, It may be considered for as¬ 
signment to a "New Item Introductory 
Schedule" as described below. 

(A) The New Item Introductory 
Schedule is to provide an economical 
and expeditious method for testing the 
demand for new items for which demand 
is unknown or uncertain. Procurement 
of items on the New Item Introductory 
Schedule will be on a proprietary brand 
name basis during the period of the test¬ 


ing of demand. (Authority: Section 
302(c) GO) Federal Property and Ad¬ 
ministrative Sendees Act, as amended.) 

(B) Noncompetitive procurement of 
these items will avoid the delay of pre¬ 
paring specifications and developing a 
list of bidders for items which may not 
result in sufficient demand to warrant 
their inclusion In a regular supply pro¬ 
gram. The New Item Introductory 
Schedule has the following character¬ 
istics: 

(I) Covers all FSC classes; 

(II) Mandatory for use by GSA and 
optional for use by all other Federal 
agencies: 

.<m) Remains continuously In effect 
with items a^ded or deleted by subse¬ 
quent cumulative Issuances, representing 
a conglomerate of individual annual in¬ 
definite quantity negotiated contracts of 
brand name items with provision for 
annual renewals not to exceed a total 
period of 3 years: 

(IV) Contains a provision for evalua¬ 
tion by the contracting officer with re¬ 
spect to demand at the end of 1 year to 
determine whether to (a) drop the item 
from further consideration. <b) incor¬ 
porate the item in one of the regular 
supply programs on a competitive basis, 
or (c) continue under New Item Intro¬ 
ductory Schedule for renewal but not to 
exceed a total of 3 years to obtain addi¬ 
tional data. 

(iv) Pilot testing in self-service store. 
As a supplementary method of establish¬ 
ing demand, a new item may be desig¬ 
nated for demand testing in the self- 
service store system. In this event, neces¬ 
sary arrangements will be made with 
the Chief. Special Programs Branch 
< FSDP>. Office of Supply Distribution, 
including the provision for a report of 
sales on the item from the self-service 
store. 

(v) Other actions. Other actions may 
be taken to Include an accepted item 
into the system as necessary. For ex¬ 
ample, this may be by the use of GSA 
Form 1303, Request for Federal Catalog¬ 
ing Action, procedure to obtain a Fed¬ 
eral Stock Number, by registering the 
item and assigning an item status code, 
etc. 

(d) For properly monitoring the new 
item program and as a management tool, 
organizational elements within the Fed¬ 
eral Supply 8 crvice which are parties to 
any actions dealing with this program 
shall establish periodic monitoring and 
reporting procedures. 


PART 5A-16—PROCUREMENT FORMS 

The table of contents for Part 5A-16 is 
amended to add the following new en¬ 
tries: 

5A-10.95O-1171 OSA Form 1171, Application 
for Presenting New or Im¬ 
proved Articles, and In¬ 
structions for Submitting 
the Form. 

5A-16.950-6220 OSA Form 6220. Introduc¬ 
tory Contractor’s Record. 
6A-10.950-6477 OSA Form 6477. New Item 
Application Summary. 


Not*: Copies of the forms illustrated In 
Part 5A-16 are filed with the original docu¬ 
ments. 

(Sec. 205(C). 63 Slat. 390; 40 U.B.C. 486(c); 
41 CFR 6-1.101 (C)) 

Effective date. This regulation is effec¬ 
tive on August 1, 1973. 

Dated: July 2, 1973. 

M. J. Timbers. 
Commissioner , 
Federal Supply Service. 
(FR Doc.76-14695 Filed 7-17-73:8:45 am) 

Title 49—Transportation 

CHAPTER I—DEPARTMENT OF 
TRANSPORTATION 

{Docket No. HM-22; Amdt. No. 171-19) 

SUBCHAPTER A—HAZARDOUS MATERIALS 
REGULATIONS BOARD 

PART 171—GENERAL INFORMATION AND 
REGULATIONS 

Matter Incorporated by Reference 

The purpose of tills amendment to the 
Hazardous Materials Regulations is to 
update the reference to the addenda to 
sections VIII (division I> and IX of the 
"American Society of Mechanical En¬ 
gineers Boiler and Pressure Vessel Code." 

On April 23. 1973. the Board published 
a notice of proposed rule making. Docket 
No. HM-22; Notice No. 73-3 (38 F.R. 
10014) proposing to make the above 
change. One comment was received w r hich 
was in agreement with the proposal. 

In consideration of the foregoing. Title 
49. Part 171, is amended as follows: 

In 5 171.7, paragraph (d)(1) is 
amended to read as follows: 

§ 171.7 Matter incorporated by refer¬ 
ence. 


(d) • • • 

(1) ASME Code means sections VIII 
(Division I) and IX of the 1971 edition 
of the "American Society of Mechanical 
Engineers Boiler and Pressure Vessel 
Code," and addenda thereto through De¬ 
cember 31, 1972. 

• • • • • 

This amendment Is effective Sept. 30, 
1973. However. Immediate compliance 
with the regulations, as amended herein, 
is authorized. 

(See. 831-835. Title 18. United States Code; 
sec. 9. Department of Transportation Act. 49 
VJB.C, 1657; Title VI, aec. 902(h). Federal 
Aviation Act of 1958, 49 U.8.C. 1421-1430, 
1472. 1655(c)) 

Issued In Washington, D.C. on July 12, 
1973. 

James F. Rudolph. 

Board Member for the 
Federal Aviation Administration. 

Kenneth L. Pierson. 

Alternate Board Member for the 
Federal Highway Administration. 

Mac E. Rogers. 

Board Member for the 
Federal Railroad Administration. 

W. P. Rea, m, 

Rear Admiral , Board Member for 
the United States Coast Guard . 

(PR Doc.73-14680 Filed 7-17-73;8:45 am] 
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CHAPTER X—INTERSTATE COMMERCE 
COMMISSION 

SUBCHAPTER A—CENTRAL RULES AND 
REGULATIONS 

IS O. 1063; Amdt. 4] 

PART 1033—CAR SERVICE 
Southern Pacific Transportation Co. 

At a session of the Interstate Com¬ 
merce Commission, Railroad Service 
Board, held In Washington. D.C., on the 
12th day of July 1973. 

Upon further consideration of Service 
Order No. 1083 (36 FR 21203. 23803; 37 
FR 12726; and 38 FR 876), and good 
cause appearing therefor: 

Itjts ordered. That: 

5 1033.1083 Service Order No. 1083 
(Southern Pacific Transportation Com¬ 
pany authorized to operate over tracks 
of the Texas and Pacific Railway Com¬ 
pany) be, and It is hereby, amended by 
substituting the following paragraph (e) 
for paragraph (e) thereof: 

(e) Expiration date This order shall 
expire at 11:59 pm.. October 31. 1973, 
unless otherwise modified, changed, or 
suspended by order of this Commission. 

Effecttve date. This amendment shall 
become effective at 11:59 p.m.. July 31. 
1973. 

(Secs. 1. 12. 15. and 17(2), 24 Slat. 379. 383. 
384. os amended; 49 U S.C. 1, 12. 16. and 17 
(2). Interprets or applies Secs, 1(10-17), 15 
(4), and 17(2), 40 Stat 101. as amended. 54 
Slat. Bit: 49 US.C. 1(10-17). 15(4). and 
17(2).) 

It is further ordered. That a copy of 
this amendment shall be served upon the 
Association of American Railroads. Car 
Service Division, as agent of all railroads 
subscribing to the car service and car 
hire agreement under the terms of that 
agreement, and upon the American Short 
Line Railroad Association; and that no¬ 
tice of this amendment be given to the 
general public by depositing a copy In the 
Office of the Secretary of the Commis¬ 
sion at Washington. D C., and by filing it 
with the Director, Office of the Federal 
Register. 

By the Commission. Railroad Service 
Board. 

[seal! Robert L. Oswald. 

Secretary . 

| I'll Doc.73-14715 Filed 7-17-73;8:45 amj 

(Second Rev. S. O. 1117, AmdL 1 ] 

PART 1033—CAR SERVICE 

Substitution of Hopper Cars for Covered 
Hopper Cars or Boxcars 

At a session of the Interstate Com¬ 
merce Commission, Railroad Service 
Board, held in Washington. D.C.. on the 
12th day of July 1973. 

Upon further consideration of Second 
Revised Service Order No. 1117 (38 FR 
7332). and good cause appearing there¬ 
for: 


RULES AND REGULATIONS 

It is ordered . That: 

1 1033.117 Service Order No. 1117 (Sub¬ 
stitution of hopper cars for covered hop¬ 
per cars or boxcars) be. and It is hereby, 
amended by substituting the following 
paragraph (e) for paragraph (e) 
thereof: 

(c) Expiration date. The provisions of 
this order shall expire at 11:59 p.m^ 
November 15. 1973, unless otherwise 
modified, changed, or suspended by 
order of this Commission. 

Effective date . This amendment shall 
become effective at 11:59 pjn„ July 31, 
1973. 

(Secs. 1, 12, 15. and 17(2), 24 Stat. 379. 383. 
384. as amended; 40 UAC. 1, 12, 15. and 
17(2). Interprets or applies Secs. 1 (10-77), 
15(4). and 17(2). 40 8l*t. 101. as amended. 
54 Stat. 911; 49 U-B-C. 1(10-17), 15(4), and 
17(2).) 

It is further ordered, That a copy of 
this amendment shall be served upon the 
Association of American Railroads. Car 
Service Division, as agent of all railroads 
subscribing to the car service and car 
hire agreement under the terms of that 
agreement, and upon the American 
8hort Line Railroad Association; and 
that notice of this amendment be given 
to the general public by depositing a 
copy in the Office of the Secretary of the 
Commission at Washington. DC. and 
by filing it with the Director. Office of 
the Federal Register. 

By the Commission. Railroad Service 
Board. 

LsealI Robert L. Oswald. 

Secretary. 

[FR Doc.73-14713 Filed 7-17-73;0:45 am) 

(S.O. 1125. Arndt. 1) 

PART 1033—CAR SERVICE 
St. LouiS'San Francisco Railway Co. 

At a session of the Interstate Com¬ 
merce Commission, Railroad Service 
Board, held In Washington, D.C., on the 
12th day of July 1973. 

Upon further consideration of Service 
Order No. 1125 (38 F.R. 6883 >. and good 
cause appearing therefor: 

It is ordered. That: 

i 1033.1125 Service Order No. 1125 (St. 
Louis-San Francisco Railway Company 
authorized to operate over tracks of the 
Kansas City Southern Railway Com - 
pany) be. and it is hereby, amended by 
substituting the following paragraph (c) 
for paragraph (e) thereof: 

<e> Expiration date. The provisions of 
this order shall expire at 11:59 p.m., 
November 30, 1973, unless otherwise 
modified, changed, or suspended by order 
of this Commission. 

Effective date. Tills amendment shall 
become effective at 11:59 pjn., July 31, 
1973. 


[Sees. 1. 12. 15. and 17(2), 24 Stat. 370, 38) 
384. as amended; 49 UJS.C. 1, 12, 15, and 
17(2). Interprets or applies Seca. 1(10-17) 
15(4), and 17(2). 40 Scat. 101, ms amend, ? 
54 Stat. 911; 49 US.C. 1(10-17), 15(4). and 
17(2).) 

It is further ordered. That a copy of 
this amendment shall be serv ed upon the 
Association of American Railroads, Car 
Service Division, as Agent of all railroad- 
subscribing to the car service and car 
hire agreement under the terms of that 
agreement, and upon the American 
Short Line Railroad Association; and 
that notice of this amendment be given 
to the general public by depositing a copy 
in tlie Office of the Secretary’ of the 
Commission at Washington, D.C., and by 
filing it with the Director, Office of the 
Federal Register. 

By the Commission. Railroad Service 
Board. 

[seal] Robert L. Oswald. 

Secretary 

|FR Doc.73-14714 Filed 7-17-73:8:45 am] 


Title 50—Wildlife and Fisheries 

CHAPTER I—BUREAU OF SPORT FISH 

ERIES AND WILDLIFE. FISH AND WILD¬ 
LIFE SERVICE, DEPARTMENT OF THE 

INTERIOR 

PART 32—HUNTING 

Kirwln National Wildlife Refuge, Karts 

The following special regulation is ts- 
used and is effective on July 18, 1973. 

§32.32 Special regulation*; big game: 

for individual wildlife refuge area*. 

Kansas 

KIR WIN NATIONAL WILDLIFE REFUGK 

Public hunting of deer with bow arid 
arrow on the Kirwin National Wildlife 
Refuge, Kansas, is permitted from Octo¬ 
ber 1. through November 25. 1973. in¬ 
clusive. and from December 16. through 
December 31. 1973, inclusive, but only 
on the area designated by signs as open 
to hunting. This open area, comprising 
3,390 acres. Is delineated on maps avail¬ 
able at refuge headquarters, 5 miles west 
of Kirwin. Kansas, and from the office 
of the Regional Director. Bureau of 
Sports Fisheries and Wildlife. 10597 W 
6th Ave, Denver. Colorado 80215. 

Hunting shall be in accordance with 
all applicable State regulations govern¬ 
ing the archery hunting of. deer. 

The provisions of this special reguU 
tlon supplement the regulations which 
govern hunting on wildlife refuge areas 
generally which are set forth in Title 50 
Code of Federal Regulations. Part 32, and 
are effective through December 31. 1973 

Keith S, Hansen 
Refuge Manager, Kirwtn Na¬ 
tional Wildlife Refuge. Kir¬ 
win, Kans. 

July 6, 1973. 

|FR Doc.73-14647 FUed 7-17-73;8:45 ami 
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_ Proposed Rules _ 

Thto Motion of tho FEDERAL REGISTER contains notices to the public of the proposed issuance of rules and refutations* The purpose of 
these notices Is to five Interested persons an opportunity to participate In the rulemaking prior to the adoption of the final rules. 


DEPARTMENT OF AGRICULTURE 

AgricatturiI Marketing Service 
[ 7 CFR Part 29 ] 

NONQUOTA MARYLAND 8R0ADLEAF 
TOBACCO, U.S. TYPE 32 

Identification and Certification 

Notice is hereby given that the U.S. 
Department of Agriculture has under 
consideration the issuance of regulations 
governing the Identification and certi¬ 
fication of nonquota Maryland Broad- 
leaf tobacco, UB. type 32. produced and 
marketed in quota areas, pursuant to the 
authority contained In The Tobacco In¬ 
spection Act (49 Stat. 731; 7 UB.C. 511 
et seq.)« 

Statement of consideration. Histori¬ 
cally, Maryland Broadleaf tobacco. U.S. 
type 32, was generally produced under 
marketing quotas. This limited its pro¬ 
duction and sales without penalty to 
those growers issued acreage allotments 
under the quota system. Penalty assess¬ 
ments were made for all production out¬ 
side quota allocation. Referendum* are 
held In tobacco-growing areas to deter¬ 
mine whether growers favor or disfavor 
marketing quotas. Beginning with the 
1966 crop, growers of type 32 tobacco 
have consistently disapproved use of the 
quota system. The lifting of controls and 
penalties governing the production of 
type 32 tobacco resulted in increased 
production of this tobacco in the hurley 
and flue-cured quota areas. 

Official standard grades are in effect 
for the inspection and grading of all 
major tobacco types produced in the 
United States and Puerto Rico. About 95 
percent of this production is sold at auc¬ 
tion where inspection is mandatory. The 
tobacco is displayed for sale in ware¬ 
houses in Individual lots, piles, baskets, 
or sheets for inspection and grading. 
The remaining percentage is largely 
cigar leaf, most of which is purchased at 
the farm and the rest is marketed 
tlirough tobacco cooperatives. Inspection 
service Is provided upon request on a 
permissive basis. 

Past certifications of nonquota Mary¬ 
land tobacco produced and marketed in 
quota areas show the need for establish¬ 
ing procedures to follow in certifying 
such tobacco as to type. The proposed 
regulations would establish procedures to 
accomplish this purpose. They would 
apply to mandatory and permissive in¬ 
spection as authorized or required under 
Sections 5 and 6 of The Tobacco In¬ 
spection Act 

All persons who desire to submit 
written data, views, or arguments in con¬ 


nection with the proposed revision 
should file the same, in duplicate, with 
the Hearing Clerk. U.S. Department of 
Agriculture. Room 122 Administration 
Building. Washington. D.C. 20250. on or 
before August 17, 1973. All written sub¬ 
missions pursuant to the notice will be 
made available for public inspection at 
the office of the Hearing Clerk during 
official hours of business (7 CFR 127 
(b)). 

The proposed regulations are as 
follows: 

1. Part 29 is revised by designating 
11 29 9201 through 29.9400 as Subpart 
F—Policy Statement and Regulations 
Governing the Identification and Certi¬ 
fication of Nonquota Maryland Tobacco. 
UB. Type 32. Produced and Marketed in 
a Quota Area. 

2. The proposed Subpart F would read 
as follows: 

Subpart F—Policy Statement and Regulation* 
Governing the Identification and Certification 
of Nonquota Maryland Broadlaaf Tobacco, U.S. 
Typo 32, Produced and Marketed In a Quota 
Area 

Definitions 

Sec 

29.9201 Term* defined. 

29.9202 Certification. 

29.9203 Crop-lot. 

29.9204 Identification number (farm serial 

number). 

29.9205 Inspection. 

29.9206 Mandatory Inspection. 

29 9207 Nonquota tobacco. 

29.9208 Permiulve Inspection. 

29.9209 Receiving stations. 

29.9210 Symbol *'M-32” 

Policy Statement 
39.9221 Policy statement. 

Administration 

29.9231 Administration. 

29.9232 Where Inspection and certification 

are available. 

29.9233 When certification wUl be made. 

29.9234 Who may obtain Inspection and cer¬ 

tification. 

29.9235 Responsibilities of interested 

parties. 

29.9236 How to make application. 

29.9237 Form of application. 

29.9238 When application deemed filed. 

29.9239 When application may be rejected. 
299240 When application may be with¬ 
drawn. 

29.9241 Accessibility of tobacco. 

Fees and Charges 

299251 Fees for Inspection and certification 
services performed under agree¬ 
ment. 

29.9262 Fees and charges for Inspection and 
certification services other than 
under an agreement. 


Inspecting and Cm r if ting Procedures 
Sec. 

29.9261 Procedure to be followed. 

29 9282 Kinds of certificates. 

29 9263 Tobacco classification certificate. 
29.9264 Basket ticket. 

299265 Forms. 

29.9266 Disposition of certificate. 

299267 Disposition of ticket, 

299268 Changes or alterations. 

Preclusion 
299281 Preclusion. 

Authority: Tobacco Inspection Act (49 
Stat. 731; 7 U S C. 611 et seq.) 

Definitions 

§ 29.9201 Trmw defined. 

As used in this subpart and in all in¬ 
structions, forms, and documents in con¬ 
nection therewith, the words and phrases 
hereinafter defined shall have the in¬ 
dicated meanings so assigned. 

§ 29.9202 Certification. 

The documentation of type, grade, 
class, weight, or other tobacco charac¬ 
teristics as required in 9 29.9263. 

§ 29.9203 Crop-lot* 

The collective individual lots compris¬ 
ing the season’s production of each kind 
or type of nonquota tobacco produced on 
an individual farm. 

§ 29.9201 Identification number (farm 
aerial number)* 

The serial number assigned to an in¬ 
dividual farm by the appropriate office 
of the Agricultural Stabilization and 
Conservation Service. 

§ 29.9205 Inspection. 

The examination by an Inspector of a 
lot or crop-lot of tobacco to make deter¬ 
minations necessary for proper certifi¬ 
cation. 

§ 29.9206 Mandatory inspection. 

Mandatory* Inspection consists of in¬ 
specting and certifying tobacco under the 
act on designated markets before it is 
offered for sale at auction. 

§ 29.9207 Nonquota tobacco. 

Any kind or type of tobacco not sub¬ 
ject to production and/or marketing lim¬ 
itations or restrictions under regulations 
issued by the Agricultural Stabilization 
and Conservation Service. 

§29.9208 PcrmiiuMtc inspection. 

Permissive inspection consists of In¬ 
specting and certificating tobacco, upon 
the request of an Interested party, on a 
cost basis as set forth in 99 29.9251 and 
299252. 
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§ 29.9209 Rrcch in* lion*. 

Approved tobacco auction warcltouscs 
on designated markets. 

§ 29.9210 Symbol “M-32~. 

The designation used to identify Mary¬ 
land Broadleaf tobacco, U.S. Type 32. 

Policy Statement 
§ 29.9221 Policy »tntrmerit. 

Nonquota Maryland tobacco, UJS. Type 
32. is being produced and marketed in 
the hurley and flue-cured areas. Both 
hurley and flue-cured tobaccos are pro¬ 
duced under the quota system. The of¬ 
ficial standard grades developed for all 
major tobacco types produced In the 
United States and Puerto Rico are ade¬ 
quate for inspection and grading at the 
market centers. However, these stand¬ 
ards do not provide adequate procedure 
for certifying nonquota tobacco produced 
and marketed in quota areas. Accord¬ 
ingly. the regulations in this subpart con¬ 
tain a procedure to follow In the certifi¬ 
cation of nonquota Maryland tobacco, 
type 32, grown and marketed outside of 
the State of Maryland. Certification 
services shall be made available to an 
interested party or his authorized agent 
following receipt of appropriate applica¬ 
tion. These services will be provided at 
approved receiving stations during a 90- 
day period beginning April 15 of each 
calendar year. This will allow producers 
of such tobacco in a quota area adequate 
time to bring the tobacco to the normal 
stage of cure and moisture content be¬ 
fore certification. Determinations with 
respect to certifications on nonquota 
type 32 tobacco shall be based on the 
Official Standard Grades for Maryland 
Broadleaf Tobacco. U-S. Type 32. 

• Administration 
§ 29.9231 AclminiHtmtion. 

The Director, Tobacco Division. Agri¬ 
cultural Marketing Service, U.S. Depart¬ 
ment of Agriculture, Washington. D.C. 
20250. Is charged with the supervision of 
the Division and the performance of all 
duties assigned thereto in the adminis¬ 
tration of the act. The conduct of all 
services and the licensing or employment 
of lnspectton/grading/sampllng person¬ 
nel under these regulations shall be ac¬ 
complished without discrimination as to 
race, color, creed, sex, or national origin. 
Information concerning such adminis¬ 
tration may be obtained from the 
Director. 

g 29.9232 Where inspection ami certifi¬ 
cation arc available-. 

Nonquota tobacco may be Inspected 
and certified by class or type, upon re¬ 
quest of an Interested party, when the 
tobacco Is displayed at approved receiv¬ 
ing stations under conditions that per¬ 
mit of its proper examination and where 
there is a sufficient volume of work to 
justify the stationing of an inspector. 

g 29.9233 When certification will be 
made. 

Certification services for the nonquota 
tobacco shall be made available during a 


90-day period beginning April 15 of each 
calendar year. This section shall not 
affect provisions of existing cooperative 
agreements with the various tobacco pro¬ 
ducing states or state agencies. 

g 29.9231 Who may obtain inspection 
and certification. 

Inspection and certification of non¬ 
quota tobacco may be requested by an 
Interested party, or his authorized agent, 
by filing an application in accordance 
with §9 29.9236 and 29.9237. 

g 29.9235 Rcupomibiliticft of interested 
parties* 

Any interested party requesting type 
certification of nonquota tobacco pro¬ 
duced in a quota area, shall obtain from 
the appropriate county office of the Agri¬ 
cultural Stabilization and Conservation 
Service a certificate showing the acre¬ 
age of nonquota tobacco grown on each 
affected farm and the identification 
number. It shall also be the responsi¬ 
bility of the person or persons or agents 
desiring type certification of this tobacco 
to: (a) Make available to the official In¬ 
spector any or all information required 
by the Inspector for completion of the 
Tobacco Classification Certificate, (b) 
display the tobacco In crop-lot arrange¬ 
ment on an approved tobacco auction 
floor, and Cc> surrender to the Inspector 
at time of certification a copy of the 
ASCS certificate. 

g 29.9236 flow In make application. 

Application for Inspection and certifi¬ 
cation by class or type of nonquota to¬ 
bacco shall be made to the Division 
the office of inspection, or as the case 
may bo. to an official inspector, not less 
than 14 days before the date of certifi¬ 
cation. The application shall be in writ¬ 
ing and signed by the applicant or 
applicants. 

g 29.9237 Form of application. 

Application for Inspection and certi¬ 
fication of class or type of nonquota to¬ 
bacco shall include the following Infor¬ 
mation: (a) The date of the application: 
<b> the designation of the tobacco and 
the crop year of its production: (c) the 
name and post-office address of the ap¬ 
plicant and of the person, if any, mak¬ 
ing the application as agent; <d> the 
financial interest of the applicant in the 
tobacco; (e) the exact nature of the serv¬ 
ice desired as (1) inspection and grad¬ 
ing. and/or (2) inspection and certifica¬ 
tion by class or type; (f) a statement 
that the tobacco (1) is in commerce, as 
defined In the act. or (2) is to be in¬ 
spected and certified in connection with 
its entering such commerce; and <g) such 
other necessary information as the Di¬ 
rector may require. 

g 29.9238 When application deemed 
filed. 

An application shall be deemed filed 
when delivered to the Division, the office 
of inspection, or according to the nature 
of the service requested, to an official 
inspector. When an application is filed, 
the date and time of filing shall be re¬ 
corded by the official receiving it. 


§ 29.9239 When application mar hr 
rejected. 

An application may be rejected (a) for 
noncompliance with the act or the regu¬ 
lations In this subpart, or (b) when it 
is not practicable to provide the service 
All expenses Incurred in connection with 
an application rejected for noncompli¬ 
ance with the act or the regulation* in 
this subpart shall be paid by the ap¬ 
plicant as provided In 9 29.124 of Subpan 
B of this part. 

g 29.9240 When application may hr 
withdrawn. 

An application may be withdrawn at 
any time before the requested service is 
rendered upon payment of expenses In¬ 
curred in connection therewith as pro¬ 
vided in 9 29.124 of Subpart B of this 
part. 

§ 29.9241 Acrr»»ikility of tobacco. 

All tobacco to be inspected and certi¬ 
fied by class or type upon application 
shall be made accessible by the applicant 
for proper examination, including any 
necessary display In proper light for de¬ 
termination of grade, class, type, or other 
characteristics or for drawing of samples 
The tobacco shall be displayed on baskets 
or sheets In crop-lot arrangement at an 
approved receiving station. The basket* 
or sheets shall be arranged In rows 18 
inches apart with the leaves of adjacent 
baskets or sheets not touching within the 
rows. Coverings shall be removed by the 
applicant in such manner as may be 
prescribed by the inspector. 

Fees and Charges 

g 29.9251 Fee* for inspection and cer¬ 
tification »rntre« performed undtr 
agreement* 

The fees to be charged and collected 
for service performed under an agree¬ 
ment shall be those provided for by such 
agreement. 

§ 29.9252 Fee* and charge* for in*pc»-- 
(Ion and certification service* other 
than under an agreement. 

Fees and charges for inspection and 
certification services at receiving points 
shall comprise the cost of travel ex¬ 
penses. per diem allowances, and sala¬ 
ries. Charges as computed in accordance 
with this part shall be increased by 8 
percent to cover administrative expenses. 

Inspecting and Certifying Procedure 
§ 29.9261 Procedure to be followed. 

In permissive or mandatory inspection 
and certifications of nonquota Maryland 
tobacco the inspector shall use the 
Official Standard Grades for Maryland 
Broadleaf Tobacco. U JQ. Type 32, to de¬ 
termine whether the crop-lot can or can¬ 
not be classified as and certified to be 
type 32. When the inspector determine* 
that each individual pile, basket, or sheet 
in the crop-lot can be graded In one of 
the standard grades for type 32. he shall 
certificate the entire crop-lot to be that 
type. If the Inspector determines that 
each individual pile, basket, or sheet in 
the crop-lot cannot be graded in one of 
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the standard grades for type 32, he shall 
thee establish which official standard 
cmdes are applicable and certify each 
pile, basket, or sheet to show the appro¬ 
priate class and type. 

§ 29.9262 Kind* of certificate*. 

A Tobacco Classification Certificate” 
will be Issued upon request of an inter¬ 
ested party for the nonquota tobacco 
certified under mandatory or permissive 
inspection. The Tobacco Classification 
Certificate will be supplied by the inspec¬ 
tion office. In addition to this certificate 
a basket ticket shall be provided by the 
interested party, or his agent or ware¬ 
houseman. for each individual pile, 
basket, or sheet of tobacco In the 
crop-lot. 

§ 29.9263 Tobacco CJ»i»ilif«tion Cer¬ 
tificate. 

Each tobacco classification certificate 
shall show (a) the caption “Tobacco 
da&siflcaUon Certificate”; <b) whether 
it is an original, first second, or other 
copy; (c) the number of the certificate; 
(d) the identification number: (e) the 
location of the tobacco at the time of in¬ 
spection and certification; (f) the date 
of inspection and certification; (g) the 
class or type of the tobacco: <h) the 
number of baskets, piles, or sheets in the 
crop-lot; (1) the weight of the crop-lot; 
(J> the signature of the official inspector; 
also such additional Information as may 
be required by the Director. 

§ 29.9261 Basket ticket. 

A basket ticket shall comist of a 
Tobacco Inspection Certificate made and 
Lssued in combination with an auction 
warehouse ticket in a form approved by 
the Director. The commissioned agent or 
warehouseman shall show (a) the pro¬ 
ducer** name; (b) the Identification 
number; <c> the weight of the individual 
lot; also such additional information as 
may be required by the Director. The 
tobacco Inspector shall then complete 
the basket ticket by entering the special 
symbol “M-32” for all tobacco deter¬ 
mined to be Maryland Broadlcaf, US. 
Type 32. If the inspector determines the 
lo; cannot bo graded in one of the official 
type 32 grades, he shall enter the appro¬ 
priate grade or type designation, then 
initial and date. 

§ 29.9265 Form.*. 

Each certificate issued under tills reg¬ 
ulation shall (a) show that It was Lssued 
under The Tobacco Inspection Act; (b) 
be in a form approved for the purpose by 
the Director, and (c) embody within its 
written or printed terms, with respect 
to the particular kind of service, oil ap¬ 
plicable information required by 
1 29.9263, Each certificate may also con¬ 
tain any information, not inconsistent 
with the act and the regulation* in this 
■ ubparfc, as may be approved or required 
by the Director. The Director may, in his 
discretion, specify or limit the period In 
which a certificate shall be valid. 

§ 29.9266 l>i«|M>#ithMi of certificate. 

Distribution of the Tobacco Classifica¬ 
tion Certificate shall be limited to the 
provisions of this section. The original 


certificate and one copy shall be de¬ 
livered or mailed to the applicant or Ills 
agent. One copy and the copy of the 
ASCS certificate shall be forwarded by 
the inspector to the Division or office of 
inspection. 

§ 29.9267 Disposition of llrkrt 

One copy of the basket ticket shall be 
attached to. or placed on. the individual 
lot and all copies of such ticket shall be¬ 
come null and void when such identify¬ 
ing copy is removed from the lot. When 
and as requested by the Director, one 
copy of such ticket, showing (a) the cer¬ 
tification of class, type, or grade; (b) the 
weight and other identification; and (c) 
the details of the sale at auction, shall 
be delivered by the interested party, or 
his agent or warehouseman, to the Divi¬ 
sion or the head inspector of the market. 

§ 29.9260 Quince* or alteration*. 

No change or alteration shall be made. 
In the weight or other Identification of 
the lot. on a basket ticket or the Tobacco 
Classification Certificate after the cer¬ 
tification of class, type, or grade by an 
official Inspector, and any such change or 
alteration shall constitute and be con¬ 
strued as a change or alteration in the 
certificate Issued or authorized under the 
act. 

Preclusion 
g 29.9281 Preclusion. 

The provisions of this subpart shall not 
preclude the application of other admin¬ 
istrative remedies or the institution of 
criminal proceedings in appropriate cases 
as provided by the act. 

(40 St at. 734; 7 DSC. 61 Im) 

Done at Washington. D.C., this 12th 
day of July 1973. 

E. L. Peterson, 
Administrator. 

Agricultural Marketing Service . 

(PR Doc.73-14700 Filed 7-17-73:8:46 am] 


[ 7 CFR Part 925] 

FRESH PRUNES GROWN IN DESIGNATED 
COUNTIES IN IDAHO AND IN MALHEUR 
COUNTY, OREGON 

Limitation of Handling 

This notice sets forth the proposed 
grade, size and container requirements 
on the handling of fresh Idaho-Oregon 
prunes during the period August I. 1973, 
through August 31. 1974. These proposed 
requirements arc that the prunes grade 
at least U.8. 1. have a minimum size of 
1ft inches and prunes in containers 
other than the & bushel basket weigh 
less than 20 pounds or over 30 pounds. 

Notice is hereby given that the Depart¬ 
ment is considering the following pro¬ 
posals of the Idaho-Malhcur County. 
Oregon Fresh Prime Marketing Com¬ 
mittee, established under the marketing 
agreement and Order No. 925 (7 CFR 
Part 925), regulating the handling of 
fresh primes grown in designated coun¬ 
ties in Idaho and in Malheur County, 
Oregon, effective under the applicable 
provisions of the Agricultural Marketing 
Agreement Act of 1937, as amended <7 
UB.C. 601-6741, 


Idaho-Oregon*s 1973 prune crop is 
estimated at 600 cars. Fresh shipments 
are expected to start in early August, 
1973. and total 565 cars. It 1» expected 
that ample supplies of desirable sizes and 
grades of fresh prunes will be available 
to fill fresh market needs. Such proposed 
regulation, with its grade and size re¬ 
quirements is desirable to prevent the 
handling on and after August 1. 1973, of 
lower quality and smaller size fresh 
prunes which do not provide consumer 
satisfaction and to provide orderly mar¬ 
keting in the interests of consumers and 
producers, consistant with the objectives 
of the act. The proposed container re¬ 
quirements would prevent deceptive 
packing practices. 

§ 923.312 Prime Regulation 11. 

(a) Order. During the period August 1, 
1973, through August 31.1974, no handler 
shall handle any lot of I ta lia n prunes 
except Moyer Perfecto and Empress 
varieties, unless such prunes meet the 
following applicable requirements, or are 
handled In accordance with subpara¬ 
graph (3) of this paragraph: 

(1) Minimum grade and size require¬ 
ments. Such prunes grade at least U.S. 
No. 1 and are a minimum size of lft 
inches in diameter: Provided , That 
prunes which are affected by healed hail 
marks may be shipped If they otherwise 
grade at least Ufk No. 1. 

(2) Containers. The net weight of 
prunes in any container, other than the 
one-half <%> bushel basket shall be 
either (i) less than 20 pounds, or 01) 
more than 30 pounds. 

(3) Notwithstanding any other provi¬ 
sion of this regulation, any individual 
shipment of prunes which, in the aggre¬ 
gate, does not exceed 1.000 pounds net 
weight may be handled without regard 
to the restrictions specified In this para¬ 
graph (a) or in 5 925.41 Assessment and 
i 925.55 Inspection and certification* 

(4) The terms “UJ3. No. I”, “diam¬ 
eter.” and “hall marks” shall have the 
same meaning as when used In the 
United States Standards for Fresh Plums 
and Prunes <7 CFR 51.1520-51.1538); 
and terms used In the marketing agree¬ 
ment and order, shall when used herein, 
haw the same meaning as is given to 
the respective term in the marketing 
agreement and order. 

All persons who desire to submit writ¬ 
ten data, views, or arguments in con¬ 
nection with the aforesaid proposals 
should file the same, in quadruplicate, 
with the Hearing Clerk. United States 
Department of Agriculture, Room 112-A, 
Administration Building. Washington, 
D.C. 20250, not later than July 24. 1973. 
All written submissions made pursuant 
to this notice will be made available for 
public inspection at the Office of the 
Hearing Clerk during regular business 
hours (7 CFR 1.27(b)). 

Dated: July 13.1973. 

Charles R. Brader. 

Acting Deputy Director . Fruit 
and Vegetable Division Agri¬ 
cultural Marketing Service . 

|FR Doc.73-14656 Filed 7-17-73:6:45 am) 
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DEPARTMENT OF HEALTH, 
EDUCATION, AND WELFARE 
Pood and Drug Administration 
[ 21 CFR Parts 130,146,164 ] 

REQUIREMENTS OF RESIDENCE OR 

PLACE OF BUSINESS OF AUTHORIZED 

AGENTS OF FOREIGN NEW DRUG AP¬ 
PLICANTS OR MANUFACTURERS 

Proposed Definition of the Term 
“United States" 

Sections 130.4(a) and 130.5(a)(6) (21 
CFR 130.4, 130.5), require that an appli¬ 
cation, In order to be considered com¬ 
plete and to be filed as a new-drug appli¬ 
cation <NDA> within the meaning of sec¬ 
tion 505(b) of the Federal Food, Drug, 
and Cosmetic Act, must be countersigned 
by an attorney, agent, or other represent¬ 
ative of the applicant, IX the applicant 
does not reside or maintain a place of 
business within the United States. In 
such a case, the attorney, agent, or other 
representative of the applicant must re¬ 
side or maintain a place of business 
within the United States and must be 
duly authorized to act on behalf of the 
applicant and to receive communications 
on matters pertaining to the application. 
In addition, 41 146.2(a) and 164.2(a) (21 
CFR 146.2, 164.2) require that a request 
for certification of a batch of an anti¬ 
biotic or insulin, respectively, from a 
foreign manufacturer shall be signed by 
such manufacturer and by an agent of 
such manufacturer who resides in the 
United States. 

The purpose of these requirements is 
to assure that there is a person residing 
or maintaining a place of business within 
the United States who is legally respon¬ 
sible for assuring that all of the condi¬ 
tions upon which approval of the new- 
drug application or antibiotic or insulin 
certification is based are met. 

The Commissioner has recently re¬ 
ceived an inquiry as to whether an NDA 
from an applicant located In a United 
States territory or possession may be filed 
without being countersigned by an 
authorized agent who resides or main¬ 
tains a place of business within the 
United 8tates. 

The term, "United States", as given in 
the Tariff Act of 1930 (19 U.S.C. 1401), 
includes all Territories and possessions 
of the United States except the Virgin 
Islands, American Samoa. Wake Island, 
Midway Islands. Kingman Reef, John¬ 
ston Island, and the island of Guam. The 
term. "Customs Territory of the United 
States", as used in the revised tariff 
schedules (19 U.S.C. 1202>, includes only 
the 50 States, the District of Columbia 
and Puerto Rico. 

To clarify policy and to preclude fur¬ 
ther Inquiry of the kind related above, 
the Commissioner is proposing to amend 
Part 130, as well as Parts 146 and 164 
of the regulations, to define the term 
"United States", as used In 21 CFR Parts 
130,146, and 164. The definition includes 
the 50 States, the District of Columbia, 
and the Commonwealth of Puerto Rico, 
but excludes the territories and posses¬ 
sions of the United States; namely, the 


Virgin Islands. Panama Canal Zone, 
Pacific Trust Territories, Guam. Wake 
Island. Midway Island, Kingman Reef, 
Johnston Island, and American Samoa. 
It is In agreement with the term "Cus¬ 
toms Territory of the United States." 

Therefore, pursuant to provisions of 
the Federal Food, Drug, and Cosmetic 
Act (secs. 505(b). 506(b), 507(b). 701(a), 
52 Stat. 1052-1053. 1055, as amended. 55 
Stat. 851. 59 Stat. 463. as amended; 21 
U.S.C. 355(b), 356(b). 357(b), 371(a)) 
and under autho rity delegated to the 
Commissioner (21 CFR 2.120), it is pro¬ 
posed that Parts 130, 146, and 164 be 
amended as follows: 

PART 130—NEW DRUGS 

1. In Part 130, by adding a new para¬ 
graph (n) to 4 130.1 as follows: 

§ 130.1 Definition* and interpretation*. 
• • • • • 

(n) The term "United States" means 
the Customs Territory of the United 
States and is defined as Including the 
50 8tates, the District of Columbia, and 
the Commonwealth of Puerto Rico, and 
excluding the territories and possessions 
of the United States; namely, the Vlrgtn 
Islands. Panama Canal Zone, Pacific 
Trust Territories. Guam. Wake Island. 
Midway Island. Kingman Reef. Johnston 
Island, and American Samoa. 


PART 146—ANTIBIOTIC DRUGS; PROCE¬ 
DURAL AND INTERPRETATIVE REGU¬ 
LATIONS 

2. In Part 146, by revslng 4 146.2(a) 
to read as follows: 

§ 146.2 Rrqur*|ft for errtifiration, chrrk 
teat* and and working *tand- 

ard»; in formal ion and Mimplfn re¬ 
quired, 

(a) A request for certification of a 
batch shall be addressed to the Commis¬ 
sioner and shall be In a form specified by 
him. A request from a foreign manufac¬ 
turer shall be signed by such manu¬ 
facturer and by an agent of such manu¬ 
facturer who resides or maintains a 
place of business in the United States. 
The United States Includes the 50 States, 
the District of Columbia, and the Com¬ 
monwealth of Puerto Rico, and excludes 
the territories and possessions of the 
United States, namely, the Virgin Is¬ 
lands. Panama Canal Zone. Pacific Trust 
Territories, Guam. Wake Island. Mid¬ 
way Island. Kingman Reef. Johnston 
Island, and American Samoa. 


PART 164—CERTIFICATION OF BATCHES 
OF DRUGS COMPOSED WHOLLY OR 
PARTLY OF INSULIN 

3. Part 164, by revising 4 164.2(a) to 
read as follows: 

§ 161.2 Hrqur*t» for rertiftcation; 
•mmplca; Murage: approvals prelim¬ 
inary to rrrtifiration. 

(a) A request for certification of a 
batch shall be addressed to the Commis¬ 


sioner. A request from a foreign manu¬ 
facturer shall be signed by such nrnnu- 
facturer and by an agent of such 
manufacturer who resides or main Ulus 
a place of business in the United States 
The United States includes the 50 States 
the District of Columbia, and the Com¬ 
monwealth of Puerto Rico, and excludes 
the territories and possessions of the 
United States, namely, the Virgin is¬ 
lands, Panama Canal Zone, Pacific Trust 
Territories. Guam, Wake Island. Mid¬ 
way Island. Kingman Reef. Johnston 
Island, and American Samoa. 


Interested persons ore invited to sub¬ 
mit written comments (preferably in 
Quintuplicate) regarding this proposal. 
All such comments shall be filed on or be¬ 
fore September 17. 1973. with the Hear¬ 
ing Clerk, Department of Health. Edu¬ 
cation, and Welfare, Room 6-88. 5600 
Fishers Lane, Rockville. MD 20852 Com¬ 
ments may be accompanied by a memo¬ 
randum or brief in support thereof Re¬ 
ceived comments may be seen In the 
above office during working hours, Mon¬ 
day through Friday. 

Dated: July 11, 1973. 

Sam D. Fixe. 

Associate Commissioner 
lor Compliance 
(FR Doc.73-14604 Filed 7-17-73:8:45 am) 


DEPARTMENT OF 
TRANSPORTATION 

Federal Aviation Administration 
[ 14 CFR Part 71 ] 

(Airspace Docket No. 73-CE-131 
TRANSITION AREA 
Proposed Alteration 

The Federal Aviation Administration 
is considering amending Part 71 of the 
Federal Aviation Regulations so as to 
alter the transition area at Trenton. 
Missouri. 

Interested persons may participate in 
the proposed rule making by submitting 
such written data, views, or arguments 
as they may desire. Communications 
should be submitted in triplicate to the 
Director. Central Region. Attention: 
Chief. Air Traffic Division, Federal Avia¬ 
tion Administration. Federal Building 
601 East 12th Street, Kansas City. Mo 
64106. All communications received on or 
before August 17, 1973. will be considered 
before action is taken on the projxxsed 
amendment. No public hearing is con¬ 
templated at this time, but arrangements 
for Informal conferences with Federal 
Aviation Administration officials may be 
made by contacting the Regional Air 
Traffic Division Chief. Any data, views 
or arguments presented during such con¬ 
ferences must also be submitted in writ¬ 
ing in accordance with this notice in 
order to become part of the record for 
consideration. The proposal contained 
in this notice may be changed in the 
light of comments received. 
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A public docket will be available for 
examination by Interested persons in the 
Office of the Regional Counsel, Federal 
Aviation Administration, Federal Build¬ 
ing. 601 East 12th Street. Kansas City. 
Mo. 64106. 

Since designation of controlled air¬ 
space at Trenton. Missouri, a new public- 
use Instrument approach procedure is 
being developed for the Trenton Munici¬ 
pal Airport, Trenton. Missouri. Accord¬ 
ingly. it is necessary to alter the transi¬ 
tion area at Trenton to adequately 
protect aircraft executing this new ap¬ 
proach procedure. The present instru¬ 
ment approach procedure from the south 
is not affected by this alteration. 

In consideration of the foregoing, the 
Federal Aviation Administration pro¬ 
poses to amend Part 71 of the Fed¬ 
eral Aviation Regulations as hereinafter 
set forth: 

In fi 71.181 (38 FR 435), the following 
transition area Is amended to read: 

Trcnton. Missouri 

That airspace extending upward from 700' 
above the surface within a 5 mile radius of 
the Trenton Municipal Airport (latitude 
40*05*03" N.. longitude 93*35*26" W.); and 
within 3 miles either side of the 172* bearing 
from the MHW facility extending from the 
5 mile radius to 8 miles south, and 3 miles 
cither side of the 007* bearing from the 
MHW facility extending from the 5-mile 
radius to 8.6 miles north, and that air¬ 
space extending upwards from 1200 feet 
above the surface 5 miles west of and 9-8 
miles east of the 007* bearing from the 
Trenton MHW facility extending to 18.6 
miles north of the MHW facility and 6 miles 
west of and 9.6 miles east of the 172* bear¬ 
ing from the Trenton MHW facility extend¬ 
ing to 18 6 miles south of the MHW faculty. 

(Sec. 307(a). Federal Aviation Act of 1968. 
40 UjS.C. 1348; see. 6(c), Department of 
Transportation Act. 49 US.C. 1666(0)) 

Isued in Kansas City. Mo., on June 25, 

1973. 

John M. Cyhockl 
D irector, Central Region* 

lPR Doc.73-14612 Filed 7-17-73:8:45 am] 


[ 14 CFR Part 71 ] 

(Airspace Docket No. 73-60-19] 
TRANSITION AREA 
Proposed Designation 

The Federal Aviation Administration 
is considering an amendment to Part 71 
of tlie Federal Aviation Regulations that 
would designate the Sebring. Fla., 

transition area. 

Interested persons may submit such 
written data, views or arguments as they 
may desire. Communications should be 
submitted in triplicate to the Federal 
Aviation Administration, Southern Re¬ 
gion. Air Traffic Division. P.O. Box 26636, 
Atlanta. Ga. 30320. All communications 
received on or before August 17, 1973. 
win be considered before action is taken 
on the proposed amendment. No hearing 
U contemplated at this time, but ar¬ 
rangement a for informal conferences 
with Federal Aviation Administration 
officials may be made by contacting the 


Chief. Airspace and Procedures Branch. 
Any data, views or arguments presented 
during such conferences must also be 
submitted in writing in accordance with 
this notice in order to become part of 
the record for consideration. The pro¬ 
posal contained In this notice may be 
changed in light of comments received. 

The official docket will be available for 
examination by interested persons at the 
Federal Aviation Administration. South¬ 
ern Region. Room 724. 3400 Whipple 
Street, East Point. Ga. 

The Sebring transition area would be 
designated as: 

That airspace extending upward from 700 
feet above the surface within a 0-5-mUe 
radius of Sebring Air Terminal (Latitude 
27*27*20" N. Longitude 8l*20'30" W); 

within 3 miles each side of the 164* bearing 
from Sebring RBN (Latttudo 27*27'37" N, 
Longitude 81*21*00" W). extending from 
tho 6.6-mile radius area to 8 5 miles south 
of the RBN. 

The proposed designation is required 
to provide controlled airspace protection 
for IFR operations at Sebring Air Termi¬ 
nal. A prescribed instrument approach 
procedure to this airport, utilizing the 
Sebring (private) Nondirectional Radio 
Beacon, is proposed in conjunction with 
the designation of this transition area. 

(See. 307(a), Ftdcml Aviation Act of 1968. 
49 06.0. 1348(a); see. 6(c), Department of 
Transportation Act. 49 UB-C. 1665(e)) 

Issued In East Point, Ga., on July 6, 
1973. 

Phillip M. Swatlx, 
Director, Southern Region* 

|FR Doc.73-14611 Filed 7-17-73,8:45 am] 


[ 14 CFR Part 71 ] 

(Airspace Docket No. 73-80-481 

TRANSITION AREA 
Proposed Alteration 

The Federal Aviation Administration 
is considering an amendment to Part 71 
of the Federal Aviation Regulations that 
would alter the Clcmson, S.C., transition 
area. 

Interested persons may submit such 
written data, views or arguments as they 
may desire. Communications should be 
submitted in triplicate to the Federal 
Aviation Administration. Southern Re¬ 
gion, Air Traffic Division. PO. Box 20636, 
Atlanta, Ga. 30320. All communications 
received on or before August 17. 1973, 
will be considered before action is taken 
on the proposed amendment. No hearing 
is contemplated at this time, but ar¬ 
rangements for informal conferences 
with Federal Aviation Administration 
officials may be made by contacting the 
Chief. Airspace and Procedures Branch. 
Any data, views or arguments presented 
during such conferences must also be 
submitted in writing in accordance with 
this notice in order to become part of 
the record for consideration. The pro¬ 
posal contained in this notice may be 
changed in light of comments received. 

The official docket will be available for 
examination by interested persons at the 


Federal Aviation Administration. South¬ 
ern Region. Room 724. 3400 Whipple 
Street, East Point, Ga 

The Clemson transition area described 
in 171.181 (38 FJL 435) would be 
amended as follows: 

“• • * east of the RBN • • •" would be 
deleted and “east of the RBN; within a 
6.5-mUe radius of Pickens County Air¬ 
port (Latitude 34*48*55" N. Longitude 
82*41'55" W): within 3 miles each side 
of the 219* bearing from Pickens RBN 
(Latitude 34*48*46" N. Longitude 82*- 
42*53" W). extending from the 6.5-mile 
radius area to 8.5 miles southwest of 

the RBN.would be substituted 

therefor. 

The proposed alteration Is required to 
prov ide controlled airspace protection for 
IFR operations at Pickens County Air¬ 
port. Pickens. 8.C. A prescribed instru¬ 
ment approach procedure to this airport, 
utilizing the Pickens (private) Nondirec¬ 
tional Radio Beacon, is proposed in con¬ 
junction with the alteration of this 
transition area. 

(Sec. 307(a), Federal Aviation Act of 1956. 49 
UB.C. 1348(a): sec. 6(c), Department of 
Transportation Act, 40 US.C. 1656(0)) 

Issued in East Point, Ga., on July 3, 
1973. 

W. J. McGill. 

Acting Director, 
Southern Region. 

(FR Doc 73-14607 Filed 7-17-73;8:45 am] 


[ 14 CFR Part 71 J 
(Airspace Docket No. 73-8W-45] 

TRANSITION AREA 
Proposed Designation 

The Federal Aviation Administration 
is considering amending Part 71 of the 
Federal Aviation Regulations to desig¬ 
nate a 700-foot transition area at Falfur- 
rias. Tex. 

Interested persons may submit such 
written data, views or arguments as they 
may desire. Communications should be 
submitted in triplicate to Chief, Airspace 
and Procedures Branch. Air Traffic Divi¬ 
sion. Southwest Region. Federal Aviation 
Administration. PO. Box 1689. Fort 
Worth. Texas 76101. All communications 
received on or before August 17.1973, will 
be considered before action Is taken on 
the proposed amendment. No public 
hearing is contemplated at this time, but 
arrangements for informal conferences 
with Federal Aviation Administration of¬ 
ficials may be made by contacting the 
Chief. Airspace and Procedures Branch. 
Any data, views or arguments presented 
during such conferences must also bo 
submitted in writing in accordance with 
this notice in order to become part of 
the record for consideration. The pro¬ 
posal contained in this notice may be 
changed in the light of comments 
received. 

The official docket will be available 
for examination by interested persons at 
the Office of the Regional Counsel. 
Southwest Region. Federal Aviation Ad¬ 
ministration. Fort Worth. Texas. An in¬ 
formal docket will also be available for 
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examination at the Office of the Chief, 
Airspace and Procedures Branch, Air 
Traffic Division. 

It is proposed to amend Part 71 of the 
Federal Aviation Regulations as herein¬ 
after set forth. 

In 5 71.181 (38 FR 435), the following 
transition area is added: 

FiurunuiAM, Tr.%, 

That airopAc* extending upward from 700 
feet above the surface within a 6-mile radius 
of Brooks County Airport (iAtltude 27*13’15" 
N, longitude 98*07'15" W) and within 3 
mile* each side of the 171 "T (163* M) bear¬ 
ing from the Brooks County RBN (latitude 
27*12 23" N. longitude 06*07'24" W) extend¬ 
ing from the A-mlle radius area to 8 miles 
southeast of the RBN. 

The proposed transition area will pro¬ 
vide controlled airspace for aircraft ex¬ 
ecuting the proposed NDB RWY 32 in¬ 
strument approach procedure. 

(Sec. 307(a). Pederal Aviation Act of 1968, 
49 UB.C. 1348: see. 6(c), Department of 
Transportation Act, 49 USC. 1666(c)) 

Issued in Fort Worth, TX., on July 11. 
1973. 

Henry L. Newman, 

Director , 

Southwest Region. 

| PR Doc.73-14608 Piled 7-17-73:8:45 am] 

ENVIRONMENTAL PROTECTION 
AGENCY 
[ 40 CFR Part 52 ] 

CALIFORNIA AIR QUALITY CONTROL 

Approval and Promulgation of 
Implementation Plans; Correction 

The proposed rule under the above 
heading in the July 2, 1973 issue of the 
Federal Register, page 17684 is cor¬ 
rected by changing the date for which 
all relevant comments are to be received 
from July 10. 1973 to August 4, 1973. 

Dated: July 13. 1973. 

Robert L. Sansom. 
Assistant Administrator 
for Air & Water Programs. 

[FR Doc.73-14708 Piled 7-17-73:8:45 am| 


[ 40 CFR Part 52 ] 

APPROVAL AND PROMULGATION OF 
STATE IMPLEMENTATION PLANS 

Notice of Opportunity for Public Comment 
on Proposed Transportation and/or 
Land Use Control Strategies 

On June 15. 1973, pursuant to Sec¬ 
tion 110(a) of the Clean Air Act and 40 
CFR Part 51, the Administrator an¬ 
nounced his partial approvals and par¬ 
tial disapprovals of State transportation 
control plans for implementation of the 
national ambient air quality standards. 
This was published in the Federal Reg¬ 
ister on June 22,1973 (38 FR 16550). 

In accordance with the decision of 
the Court of Appeals for the District of 
Columbia Circuit in Natural Resources 
Defense Council . /nc., et oi. v. Environ¬ 
mental Protection Agency (Civil Action 
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No. 72-1522), the Administrator is re¬ 
quired to promulgate a plan where a 
State plan is deficient, by August 15. 
1973. If, prior to promulgation, a State 
has adopted and submitted a plan or re¬ 
vision which the Administrator deter¬ 
mines to be In accordance with appli¬ 
cable requirements, the State plan will be 
approved in lieu of promulgation. Sec¬ 
tion 110(c) of the Clean Air Act. 

In its order, the court stated that the 
Administrator shall permit the public to 
comment on the State transportation 
control strategies and on the request by 
the Governor of any State, pursuant to 
section 110(e) of the Clean Air Act. for 
an extension of the date for attain¬ 
ment of a primary ambient air quality 
standard. 

This notice is issued to advise the 
public that revisions for the proposed 
implementation plan for the States of 
Minnesota. Maryland. Virginia, and the 
District of Columbia have been received 
by the Environmental Protection Agency 
and that comments may be submitted 
on whether the proposed plans, as re¬ 
vised, should be approved or disapproved 
by the Administrator under section 
110(a) of the Clean Air Act. Public com¬ 
ment is also solicited on whether the re¬ 
quest by the Governors of Maryland. 
Minnesota and Virginia, and the Mayor 
of the District of Columbia or an ex¬ 
tension of time for meeting the primary 
standards should be granted by the Ad¬ 
ministrator under section 110(e) of the 
Act. Only comments received within 21 
days from the publication of this notice 
will be considered. Notice of opportunity 
to comment on State plans has been pub¬ 
lished previously on April 24, April 27. 
May 4, June 1. and June 22. 1973. 

More detailed descriptions of the plans 
are set forth below. 

Minnesota 

A control strategy for the attainment 
and maintenance of the national stand¬ 
ards for carbon monoxide in the 
Minneapolis-St. Paul Intrastate Air 
Quality Control Region was submitted 
on June 18, 1973. by the Governor of 
Minnesota. It was adopted by the Minne¬ 
sota Pollution Control Agency on 
June 11, 1973. after public hearings held 
on May 3, 1973, in Minneapolis. 

The plan proposes to achieve the 
standards by May 31. 1975. The control 
strategy is designed to achieve a 40 per¬ 
cent reduction in carbon monoxide con¬ 
centrations by construction of parking 
structures on the fringe of the central 
business district <CBD> served by mass 
transit, expanded mass transit facilities, 
completion of a freeway around the CBD, 
and traffic flow improvements. 

Copies of the proposed plan are avail¬ 
able at the Program Support Branch, 
Division of Air and Water Programs, 
Environmental Protection Agency, Re¬ 
gion V. 1 North Wackor Drive, Chicago, 
Illinois 60606. and at the Division of Air 
Quality. Minnesota Pollution Control 
Agency. 717 Delaware 8treet, 8E, Min¬ 
neapolis, Minnesota 55440. 


District or Columbia 

A control strategy for the attainment 
and maintenance of the national stand¬ 
ards for carbon monoxide and photo¬ 
chemical oxidants in the National Capj- 
tal Interstate Air Quality Control Region 
was submitted by the Mayor of the Dis¬ 
trict of Columbia on April 20. 1973 The 
plan was approved in part on June 15 
1973. 38 FR 16550 (June 22, 1973) . How¬ 
ever. the absence of sufficient detail on 
regulatory, administrative, and enforce¬ 
ment aspects of some strategies, plus the 
unlikely availability of others, precluded 
full approval. 

Supplemental information to correct 
the deficiencies has been received on 
July 9, 1973. Including a request lor a 
two-year extension of the date for at¬ 
tainment of the primary standard* The 
control strategy Ls designed to achieve 
reductions of 56 percent in carbon mon¬ 
oxide and 67 percent in hydrocarbons by 
means of an inspection system, the re¬ 
duction of gas handling losses, elimina¬ 
tion of dry cleaning losses, a ban on 
heavy duty deliveries during morning 
rush hours, the elimination of free park¬ 
ing in certain areas, the imposition of a 
two dollar per day surcharge on parking 
in certain areas, the establishment of a 
car pool locator system, the provision of 
a network of bus lanes, limitations on 
aircraft taxiing emissions, the expan¬ 
sion of the region-wide bus fleet by 750 
buses in cooperation with Maryland and 
Virginia. 

Copies of the supplemental informa¬ 
tion are available for inspection at Room 
213, Environmental Protection Agency, 
Region m. 6th and Walnut Street*. 
Philadelphia. Pennsylvania 19106, at 
Room 329, EPA. 401 M Street. SW, 
Washington, D.C. 20460, and at the 
Bureau of Air and Water Quality Con¬ 
trol. 25 K Street. NE.. Washington. DC, 

Maryland 

Control strategics for the attainment 
and maintenance of the national stand¬ 
ards for carbon monoxide and photo¬ 
chemical oxidants in the Baltimore and 
National Capital Interstate Air Quality 
Control Regions were submitted by the 
Governor of Maryland on April 16, 1973, 
including a request for a two-year ex¬ 
tension for attainment of the primary 
standards. The plan was approved in 
part on June 15, 1973. 38 PR 16550 'June 
22, 1973). The absence of sufficient detail 
on regulatory, administrative, and en¬ 
forcement aspects of some strategies, 
plus the unlikely availability of othcrv 
precluded full approval. 

Supplemental information to correct 
the deficiencies has been received on 
June 15, June 22, June 28. and July 10 
1973. The control strategy* Is designed to 
achieve reductions of 57 percent in car¬ 
bon monoxide and 70 percent in hydro¬ 
carbons for Baltimore and reduction* of 
56 percent in carbon monoxide and 67 
percent in hydrocarbons by means of an 
inspection system, the elimination of gw 
handling losses, elimination of dry* clean¬ 
ing losses, catalytic reduction converters 
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for heavy duty vehicles, the elimination 
of free parking in certain areas, the 
imposition of a two dollar per day sur¬ 
charge on parking in certain areas, the 
establishment of a car pool locator sys¬ 
tem, the provisions of a network of bus 
lanes, limitations on aircraft taxiing 
emissions# the expansion of the region- 
urkic bus fleet by 750 buses in coopera¬ 
tion with the District of Columbia and 
Virginia. 

Copies of the supplemental informa¬ 
tion are available for inspection at Room 
213. Environmental Protection Agency, 
Region m, 6th and Walnut Streets, 
Philadelphia. Pennsylvania 19106, at 
Room 329, Environmental Protection 
Agency, 401 M Street. S.W.. Washington, 
DC. 20460, and at the Bureau of Air 
Quality Control. 610 North Howard. 
Baltimore, Maryland. 

Virginia 

A control strategy for the attainment 
and maintenance of the national stand¬ 
ards for carbon monoxide and photo¬ 
chemical oxidants in the National Capi¬ 
ta! Interstate Air Quality Control Region 
was submitted by the Governor of Vir¬ 
ginia on April 11, 1973. including a re¬ 
quest for a two-year extension of the 
date for attainment of the primary 
standards. The plan was approved in 
part on June 15. 1973. 38 FR 16550 
(June 22, 1973). However, the absence 
of sufficient detail on regulatory, admin¬ 
istrative, and enforcement aspects of 
some strategies, plus the need for some 
additional measures, precluded full 
np pro vail. 

Supplemental information to correct 
the deficiencies has been received on 
July 9. 1973. The control strategy is de¬ 
signed to achieve reductions of 56 per¬ 
cent in carbon monoxide and 67 percent 
in hydrocarbons by means of an inspec¬ 
tion system, the elimination of gas han¬ 
dling losses, elimination of dry cleaning 
losses, the elimination of free parking in 
certain areas, the imposition of & two 
dollar per day surcharge on parking In 
certain areas, the establishment of a 
car pool locator system, the provision of 
a network of bus lanes, limitations on 
aircraft taxiing emissions, the expan¬ 
sion of the region-wide bus fleet by 750 
buses in cooperation with the District of 
Columbia and Maryland. 

Copies of the supplemental Informa¬ 
tion are available for inspection at Room 
213, Environmental Protection Agency. 
Region III, 6th and Walnut Streets. 
Philadelphia, Pennsylvania 19106, at 
Room 329. Environmental Protection 
Agency, 401 M Street. SW.. Washington. 
D C. 20460. and at the State Air Pollution 
Control Board, 7115 Leesburg Pike, Room 
104, Falls Church, Virginia 22043. 

Dated: July 12.1973. 

Robert L. Sansom. 

Assistant Administrator lor 
Air and Water Programs. 

IFR Doc.73-14653 Piled 7-17-73:8:45 am] 


NATIONAL TRANSPORTATION 
SAFETY BOARD 
[ 14 CFR Part 421 ] 

RULES OF PRACTICE IN AIR SAFETY 
ENFORCEMENT PROCEEDINGS 

Notice of Proposed Rule Making 

Pursuant to 5 U.S.C. 553, the National 
Transportation Safety Board (NT8B) 
gives notice that it proposes to revise 
Port 421—Rules of Practice in Air Safety 
Enforcement Proceedings, Chapter m. 
Title 14. Code of Federal Regulations (14 
CFR Part 421). 

Section 5(b) (2) of the Department of 
Transportation Act (Public Law 89-673. 
80 Stat. 935, 49 U.S.C. 1654(b) (2)) (DOT 
Act) authorizes the NTSB under the 
provision of section 602(b) Federal Avi¬ 
ation Act of 1958 (49 U.S.C. 1429) (The 
Act) to review, on petition, refusals by 
the Administrator of the Federal Avia¬ 
tion Administration (FAA) to issue or re¬ 
new an airman certificate to an appli¬ 
cant therefor, and, under the provision 
of section 609. on appeal, to review or¬ 
ders amending, modifying, suspending, 
or revoking an airman certificate. The 
NTSB, pursuant to section 5(k) of the 
DOT Act now proposes a revision to the 
rules governing the above-described pro¬ 
ceedings, which Includes amending, 
modifying, revising, and republishing 
Part 421. 

Provisions of sections 602(b) and 609 
of The Act originally provided authority 
to the Civil Aeronautics Board (CAB) 
for these quasi-judicial proceedings. This 
authority was transferred to the NTSB 
by section 5(b) ( 2) <D OT Act). Prior to 
April 1. 1967, 14 CFR Part 301 governed 
proceedings based upon such reviews and 
appeals before the CAB. These rules, as 
amended and reissued, were continued 
by the NTSB, except for the elimination 
of the procedure for discretionary review 
and the institution of appeals from ini¬ 
tial decisions as a matter of right. As so 
amended. Part 421, comprising the 
NTSB’s procedural regulations for air 
safety proceedings, was issued, effective 
December 1, 1967, and it has remained 
unaltered since that date, notwithstand¬ 
ing statutory and regulatory changes, 
legal interpretations, and NTSB experi¬ 
ence In operating under the rules. 

The proposed revision reorganizes the 
rules by setting up sections covering 
general rules applicable to all reviews and 
appeals and special rules applicable to 
reviews, appeals, and emergency pro¬ 
ceedings. Under this classification, dupli¬ 
cation of provisions which formerly ap¬ 
peared. both in sections covering reviews 
and In sections covering appeals. Is 
obviated. 

Statutory changes, such as the change 
of title from “examiner” to “administra¬ 
tive law judge,** and a requirement that 
transcripts of hearings be furnished par¬ 
ties upon payment of reasonable costs, 
are recognized. 

The revised Part 421 updates the rules 
by deleting provisions which are no 


longer pertinent, such as a reference to 
Part 263 of the CAB Economic Regula¬ 
tions. Without such reference, proposed 
§421.6 permits intervention where there 
is a property or financial interest and a 
party may be bound by an order without 
adequate representation by the existing 
parties, provided that the intervention 
would not unduly broaden the issue or 
delay the proceedings. 

Nine copies of certain documents have 
been required to be filed by the parties. 
This number of copies has proved to be 
excessive: therefore, the requirement is 
reduced to five in the Interest of economy. 

Jn a few instances. Part 421 was com¬ 
pletely silent with respect to matters 
which would be better expressed, so that 
the proposed sections for example, on 
waivers, and on presumption of service, 
and the Inclusion of “medical certificate** 
in the definition of “airman certificate,** 
now fill the former gaps. Board experi¬ 
ence. particularly with proceedings in¬ 
volving pro se respondents and peti¬ 
tioners. and the need to simplify, clarify, 
and present uniformity of expression 
prompted certain language changes. The 
.sections coyerlng burden of proof arc 
now presented in the same format. The 
difference betw f cen an “appeal to the 
Board” and an “appeal from an initial 
decision’* Ls stressed by spelling out the 
two phrases in each Instance. The pro¬ 
vision covering “computation of time** is 
clarified by expressing the method of 
calculation in positive rather than in 
negative terms. 

The proposed revision also contains 
substantive changes by addition, dele¬ 
tion. or otherwise. NTSB experience has 
shown that the time within which ap¬ 
peal and reply briefs must be field is in¬ 
adequate, so that the Board Is deluged 
with requests for extensions of time. To 
obviate this situation, the time within 
which briefs are to be filed is doubled, 
except in the case of an appeal brief 
where there has been a written initial 
decision. In that case, the time has been 
increased from 20 to 30 days. The pro¬ 
posed revision provides the law judge 
with discretion. In cases w’herc an an¬ 
swer to a complaint or a petition for 
review has not been timely filed, to per¬ 
mit a late answer or an answer at the 
hearing where good cause has been 
shown. 

In many instances, petitions for re¬ 
consideration have been filed for the ex¬ 
press purpose of delaying the. effective 
date of a suspension or revocation. For 
that reason extensions of time to file 
such petitions will be granted only in 
extraordinary circumstances. Formrely, 
the date of filing documents with the 
Board depended upon the date of receipt 
of the document by the Board. This pro¬ 
vision has not generally been understood. 
In addition, a party should not be pen¬ 
alized in the event that the mail has 
been unduly delayed. The proposed revi¬ 
sion therefore makes uniform the date of 
filing with the Board and of serving doc¬ 
uments upon parties and provides that 
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in both cases the date of mailing shall be 
the pertinent date (or the date of per¬ 
sonal delivery where that method is em¬ 
ployed). 

Litigation has ensued as a result of the 
misuse of the alternate methods by which 
the PAA Administrator may file his com¬ 
plaint. The proposal is made that the 
Administrator be required to file his 
order of suspension or revocation as his 
complaint, to simplify the procedures, 
and to preclude the type of procedural 
issues brought before the Board on ap¬ 
peals of this subject. 

With regard to appeals from Initial 
decisions in emergency proceedings. Part 
421 provided for the simultaneous filing 
of the appeal and reply brief. This has 
proved to be Inadequate for the party 
replying. Accordingly, provision is made 
for filing the reply brief within 5 days 
after receipt of the appeal brief. 

Public comment is invited on these pro¬ 
posals. Two written copies thereof should 
be sent to the Office of General Coun¬ 
sel. National Transportation Safety 
Board. Washington. D.C., 20591. The 
comments should specify the section of 
the rules to which they pertain. All 
comments received within 30 days from 
the day of publication of this proposal 
in the Ftanui Register will be consid¬ 
ered in formulating the final rules. Fur¬ 
ther. copies of this document and of all 
written comments received will be avail¬ 
able for public Inspection and copying 
between the hours of 8:30 and 5:00 p.m., 
e.d.fc., Monday through Friday in the 
Board’s Public Reference Room No. 
806D. Federal Office Building 10A. 800 
Independence Avenue. SW.. Washington. 
DC. 

In consideration of the foregoing, it is 
proposed to revise Part 421. so that it will 
read as follows: 

PART 421—RULES OF PRACTICE IN AIR 
SAFETY ENFORCEMENT PROCEEDINGS 

OlNBUl PlOVISIOKit 

Sac. 

421.1 Definitions. 

421.2 Applicability end description of part. 

Genual Rules Atplicable to Petitions for 
Review, Appeals to the Board, and Appeals 
prom Initial Drcirxonb 

4213 Appearances and rights of witnesses. 
421.4 Piling of documents with the Board. 
421 a Service of documents. 

4210 Intervention. 

421.7 Computation of time. 

4218 Extension of time. 

421.9 Amendment and withdrawal of 

pleadings. 

421.10 Waivers. 

421.11 Motions. 

421.12 Motion to disqualify a Board 

Member. 

421.13 Appeals from law judge*! Interlocu¬ 

tory rulings on motions. 

421.14 Motions to dismiss. 

421.16 Motion for more definite statement. 
421.10 Deposition*. 

421.17 8ubpenaa. witness fees, and appear¬ 

ances of Board Members, officers 
or employees. 

421.18 Official notice. 


Special Rules Applicable to Proceedings 
Under Section 602(b) or thr Act 

421.19 Initiation of proceedings. 

421.20 Burden of woof. 

421.21 Motion to dismiss petition for review 

for lack of standing. 

Special Rules Applicable to Proceedings 
Undo Section 609 or thr Act 

421.22 Initiation of proceeding* 

421.23 Complaint. 

42124 Burden of proof. 

421.2S Motion to dismiss stale complaint. 

Law Judges 

421.20 Assignment, duties, and powers. 

Hrarinos 

421.27 Notice of hearing. 

42128 Evidence. 

42129 Argument and submissions. 

421.30 Record. 

42131 Certification to the Board. 

Initial Decision 

42132 Initial decision by law judge. 

42133 Effect of law Judge's Initial decision, 

and filing an appeal therefrom. 

Appeals From Initial Decisions 

42134 Notice of appeal. 

421 35 Briefs and oral argument. 

421 30 Issues on appeal. 

421.37 Petitions for rehearing, reargument. 

reconsideration, or modification of 
an order of the Board. 

Rules Applicable to Emergence Orders 

42138 General. 

42139 Appeal, complaint, answer to the 

complaint, and motions. 

421.40 Hearing and Initial decision. 

421.41 Notice of appeal from Initial deci¬ 

sion; briefs. Issues, and petitions 
for reconsideration. 

General Provisions 

g 121.1 Definition*. 

As used in this part: 

•’Act" means the Federal Aviation Act 
of 1958 <49 UB.C. 1301. et seq.); 

•'Administrator” means the Admin¬ 
istrator of the Federal Aviation Admin¬ 
istration (FAA); 

"Airman certificate” means any cer¬ 
tificate issued by the FAA and shall 
include medical certificates: 

"Appeal from an initial decision** 
means a request to the Board to review 
a law judge s decision: 

"Appeal to the Board” means a request 
to the Board for the review of an order 
of the Administrator by a law judge: 

"Board** means the National Trans¬ 
portation Safety Board; 

"Certificate” means any certificate Is¬ 
sued by the Administrator under Title 
VI of the Act: 

•‘Chief Law Judge” means the ad¬ 
ministrative law judge in charge of the 
Office of Administrative Law Judges. 

"Complaint” means an order of the 
Administrator from which an appeal to 
the Board has been taken pursuant to 
section 609 of the Act; 

"Emergency order” means an order of 
the Administrator issued pursuant to 
section 609 of the Act, which recites that 


an emergency exists and that safety in 
air commerce or air transportation and 
the public interest require the lmmedi&v 
effectiveness of such order: 

•’Initial decision” means the law 
judge’s decision on the issue remain.;,.: 
for disposition at the close of a hearing 
before him and/or an order granting a 
motion to dismiss in lieu of an answer. && 
provided In I! 421.19 and 421.23. and ter¬ 
minating the proceeding, except that 
"initial decision*' does not Include cases 
where the record Is certified to the 
Board, with or without a recommended 
decision, or orders partly granting a mo¬ 
tion to dismiss and requiring an answer 
to any remaining allegation, or rulings 
by the law judge on interlocutory mat¬ 
ters appealed to the Board under 
5 421.13; 

"Law judge” means the administrative 
law Judge assigned to hear and preside 
over the respective proceedings: 

"Petition for review” means a peti¬ 
tion filed pursuant to section 602 <b» of 
the Act for review of the Administrator's 
denial of an application for issuance or 
renewal of an airman certificate: 

"Petitioner" means a person who has 
filed a petition for review; 

“Respondent" means the holder of a 
certificate who has appealed to the Board 
from an order of the Administrator 
amending, modifying, suspending, or re¬ 
voking such certificate. 

Terms defined in the Act are used as 
so defined. 

$ 121.2 Applicability and description of 
part* 

The provisions of this part shah govern 
ail proceedings before a law Judge upon 
petition for review, or upon appeal from 
any order of the Administrator amend¬ 
ing. modifying, suspending, or revoking 
any certificate, and upon appeal to the 
Board from any order or decision of a 
law judge. 

General Rules Applicable to Petitions 

for Review, Appeals to the Board 

and Appeals From Initial Decisions 

§ 121.3 Appearance! and rlgjitft of ail* 
imtM. 

(a) Any party to a proceeding may ap¬ 
pear and be heard in person or by attor¬ 
ney or other representatives designated 
by him. No register of persons who may 
practice before the Board is maintained 
and no application for admission to prac¬ 
tice is required. Upon hearing, and for 
good cause shown, the Board may sus¬ 
pend or bar any person from practicing 
before it. 

(b) Any person appearing in person in 
any proceeding governed by this part, 
may be accompanied, represented, and 
advised by counsel and may be examined 
by his own counsel or representative 

(c) Any person who submits data or 
evidence in a proceeding governed by 
this part, may procure a copy of any 
document submitted by him. or a copy 
of any transcript made of his testimony 
on payment of reasonable costs. Original 
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documents or data or evidence may be 
retained by a party upon permission of 
ihe law Judge or the Board, upon sub¬ 
stitution of a copy therefor. 

§121.4 Filing of documents with the 
Board. 

<a) Filing address , date of filing, and 
airmail . Documents to be filed with the 
Board shall be filed with the Office of 
Administrative Law Judges, National 
Tr importation Safety Board, Washing¬ 
ton, D.C. 20591. by personal delivery or 
by mall and shall be deemed to be filed 
on the date of actual personal delivery 
or of mailing, as the case may be. Docu¬ 
ments mailed to the Board from a point 
in the United States more than 800 miles 
from Washington. D.C.. shall be sent by 
airmail. 

<b) Number of copies. Unless other¬ 
wise specified, an executed original and 
three true copies of each document shall 
be filed with the Office of Administrative 
Law Judges. Copies need not be signed, 
but the name of the person signing the 
original shall be reproduced. 

<c> Contents. Each document shall 
contain a concise and complete state¬ 
ment of the facts relied upon and the 
relief sought. 

(d) Form . Petitions for review or ap¬ 
peals to the Board may be in the form 
of a letter to the Board signed by the 
petitioner or the party appealing and 
shall be typewritten or In legible hand¬ 
writing. Appeals from initial decisions 
shall be in typewritten or printed form. 

<e) Subscription . Every document filed 
shall be signed by the person filing it or 
his duly authorised representative. 

(f) Designation of person to receive 
tervice , The initial document filed shall 
state on the first page the name and post 
office address of the person or persons 
who may be served with documents In 
the proceeding. 

»g> Motions , reguest and documents. 
All motions, requests, and documents in 
connection with petitions for review and 
appeals to the Board shall be filed with 
the chief law Judge, until such time as 
he assigns a law Judge to preside over the 
proceeding. 

§ 121.3 Service of document*. 

(a) Service by the Board. The Board 
will serve orders, initial decisions, mo¬ 
tions, and similar documents which it 
issues upon all parties to the proceeding 
by registered or certified mail. 

ib) Service by others. Copies of all 
documents filed with the Board must be 
served upon all parties to the proceed¬ 
ing by the person filing them. 

(c) How service may be made. Service 
may be made by personal delivery, by 
regular mail, by registered mail, or by 
certified mail, except as provided in 
paragraph (a) of this section. When 
service Is made by mail upon a party lo¬ 
cated more than 800 miles distant from 
the party effecting service (from Wash¬ 
ington, D.C.. in the case of service ef¬ 
fected by the Board) airmail shall be 
used. 

(d) Who may be served. Service upon 
1 party or person may be made upon a 


person designated in accordance with 
8 421.4(f) to receive service. If no such 
person is designated, service may be 
made upon the party or person himself. 
If he is an individual, or upon an officer 
of a corporation or association, a mem¬ 
ber of a partnership, or an agent of an 
air carrier designated under section 
1005(b) of the Act. 

(e) Where service may be made. Serv¬ 
ice by regular or registered or certified 
mail shall be made at the address of the 
person designated in accordance with 
8 421.4(f) to receive service, or. If no 
such person is designated, at the usual 
residence or principal place of business 
of the party or person, or. if not known, 
at the address last furnished by him to 
the Federal Aviation Administration, ex¬ 
cept that an agent designated by an air 
carrier under 8 1005(b) of the Act shall 
be served only at his office or usual place 
of residence. Service by mail on the Ad¬ 
ministrator shall be made at the office 
of his designee to receive service, or, if 
none, at the Federal Aviation Adminis¬ 
tration. Office of the General Counsel, 
AOC-32, Washington, D.C. 20591. Per¬ 
sonal service may be made on any of the 
persons described in paragraph (d) of 
this section wherever they may be found, 
except that an agent designated by an 
air carrier under section 1005ib) of the 
Act may be served only at his office or 
usual place of residence. 

(f) Certificate of service. A certificate 
of service shall accompany all docu¬ 
ments when they are tendered for filing 
and shall consist of a certificate of mail¬ 
ing executed by the person mailing the 
document. 

(g) Presumption of service. There 
shall be a presumption of lawful service 
in the following instances: • 

(1) Where acknowledgment of receipt 
is made by a person who customarily re¬ 
ceives mail or receives it in the ordinary 
course of business at either the residence 
or principal place of business of a per¬ 
son designated in accordance with 8 421.4 
(f> to receive service: or 

(2) Where there is no designee, ac¬ 
knowledgment of receipt at the residence 
or principal place of business of the 
party himself, by a person who customar¬ 
ily receives mail or receives it in the or¬ 
dinary course of business; or 

(3) Where a properly addressed en¬ 
velope. indicating that it had been sent 
by registered or certified mail, has been 
returned marked "undelivered*' or "un¬ 
claimed/* 

(h) Date of service. Whenever proof of 
the service by mail is made, the date of 
mailing shall be the date of service, and 
where personal service is made, the date 
of personal delivery shall be the date of 
service. 

§ -121.6 Intervention. 

Any person may move for leave to in¬ 
tervene In a proceeding and may become 
a party thereto, if the law Judge finds 
that such person may be bound by the 
order to be entered in the proceeding, or 
that such person has a property or finan¬ 
cial interest which may not be adequately 


represented by existing parties: Pro- 
vided , That such intervention would not 
unduly broaden the issues or delay the 
proceedings. Except for good cause 
shown, no motion for leave to Intervene 
will be entertained if filed less than 10 
days prior to hearing. 

§421.7 Computation of lime. 

In computing any period of time pre¬ 
scribed or allowed by this part, by notice 
or order of the Board or a law Judge, or 
by any applicable statute, the date of the 
act. event, or default after which the 
designated period of time begins to run 
is not to be included in the computation. 
The last day of the period so computed 
is to be included unless it is a Saturday. 
Sunday, or legal holiday for the Board, 
in which event the period runs until the 
end of the next day which is neither a 
Saturday. Sunday, nor a holiday. Satur¬ 
days, Sundays, and legal holidays for the 
Board shall be computed in the calcula¬ 
tion of time in all emergency cases under 
8 421.38 of this part and shall be counted 
in the computation of time in all non¬ 
emergency cases where the period of time 
involves 7 days or more. 

§ 421.8 Extrusion of time. 

Upon written request filed with the 
Board and served upon all parties, anc^ 
for good cause shown, the chief law 
Judge, a law Judge, or the Board, may 
grant an extension of time to file any 
document except a petition for recon¬ 
sideration. Extensions of time to file 
petitions for reconsideration will be 
granted only in extraordinary circum¬ 
stances. 

§ 421.9 \nirn<1mrnt and withdrawal of 
pleading*. 

(a) Amendment. At any time more 
than 15 days prior to the time of hear¬ 
ing, a party may amend his pleadings 
by filing the amended pleading with the 
Board and servtng copies on the other 
parties. After that time, amendment 
shall be allowed at the discretion of the 
law Judge. Where amendment to an 
answerable pleading has been allowed, 
the law Judge shall allow the adverse 
party a reasonable opportunity to 
answer. 

(b) Withdrawal. A party may with¬ 
draw his pleadings only upon approval 
of the law judge or the Board. 

§421.10 Waiver*, 

Waivers of any rights provided by 
statute or regulation shall either be in 
writing, or by stipulation made at a 
hearing and entered into the record, 
and shall set forth their precise terms 
and conditions. 

§121.11 Motion*. 

<a> General. An application to the 
Board or to a law Judge for an order or 
ruling not otherwise specifically pro¬ 
vided for in tlvis part shall be by mo¬ 
tion. Prior to the assignment of a law 
Judge, all motions shall be addressed to 
the chief Judge. Thereafter, and prior 
to the expiration of the period within 
which an appeal from the law judge's 
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initial decision may be filed, or the cer¬ 
tification of the record to the Board, all 
motions shall be addressed to the law 
judge. At all other times, motions shall 
be addressed to the Board. All motions 
not specifically provided for in any other 
section of this part shall be made at an 
appropriate time, depending upon the 
nature thereof and the relief requested. 

(b) Form and contents. Unless made 
during a hearing, motions shall be made 
in writing, shall state with particularity 
the grounds for the relief sought and the 
relief sought, and shall be accompanied 
by affidavits or other evidence relied 
upon. Motions made during hearings, 
answers thereto, and rulings thereon, 
may be made orally on the record, un¬ 
less the law judge directs otherw ise. 

<c) Answers to motions. Except when 
an answer is made during a hearing, any 
party may file an answer In support of 
or In opposition to a motion, accom¬ 
panied by such affidavits or other evi¬ 
dence as lie desires to rely’ upon, pro¬ 
vided that the answer is filed within 7 
day’s after the motion has been served 
upon him. or such other period as the 
Board or a law judge may fix. In the 
case of an answer to a motion made 
during a hearing, the answer and the 
ruling thereon may be made at the hear¬ 
ing, or orally or in writing within such 
time as the law judge may fix. 

(d) Oral argument; briefs. No oral 
argument will be heard on motions un¬ 
less the Board or the law judge otherwise 
directs. Written memoranda or briefs 
may be filed with motions or answers to 
motions, stating the points and author¬ 
ities relied upon In support of the posi¬ 
tions taken. 

<e) Disposition of motions. Except as 
provided in paragraph (c) of this sec¬ 
tion for rulings on motions made at a 
hearing, the law judge shall pass upon 
all motions properly addressed to him, 
except that if he finds that a prompt 
decision by the Board is essential to 
the proper conduct of the proceeding, 
he may refer such motion to the Board 
for decision. 

<f) Effect of pendency of motions. The 
filing or pendency of a motion shall not 
automatically alter or extend the time 
fixed in this part (or any extension 
granted thereunder) to take action. 

§121.12 Motion to ilUqualifv a Board 
Member. 

A motion requesting a Board Member 
to disqualify himself shall be filed with 
the Board, supported by an affidavit set¬ 
ting forth grounds for disqualification. 
In nonemergency proceedings, where an 
appeal from an initial decision is filed, 
such motion shall be filed on or before 
the date on which the reply brief is due. 
pursuant to I 421.35. In emergency pro¬ 
ceedings, where a notice of appeal has 
been filed, such motion shall be filed on 
or before the date the briefs are due. pur¬ 
suant to | 421.41. Failure to file a timely 
motion shall be deemed a waiver of dis¬ 
qualification. Application for leave to 
file an untimely motion may be mode 
accompanied by an affidavit setting forth 


In detail why the facts relied upon as 
grounds for disqualification were not 
known and could not have been dis¬ 
covered with reasonable diligence within 
the prescribed time. 

§ 421.13 Appeal* from law judge* » inter¬ 
locutory ruling* and motion*. 

Ruling of law Judges on motions may 
not be appealed to the Board prior to 
its consideration of the entire proceed¬ 
ing, except in extraordinary circum¬ 
stances and with the consent of the law 
judge who made the ruling. An appeal 
shall be disallowed unless the law Judge 
finds, either on the record or in writ¬ 
ing, that the allowance of such appeal 
is necessary to prevent substantial detri¬ 
ment to the public interest or undue 
prejudice to any party. If an appeal is 
allowed, any party may file a brief with 
the Board within such time as the law 
judge directs. No 6ral argument will be 
heard unless the Board directs other¬ 
wise. The ridings of the law judge on 
motion may be reviewed by the Board 
In connection with its final action in the 
proceeding, irrespective of the filing of 
an appeal from the motion or any action 
taken thereon. 

§ 421.14 Motion* tu dbmita. 

(a) General. Motions to dismiss may 
be made within the time limitation for 
filing an answer, except as otherwise 
provided in paragraph (c) of this section. 
In case the motion is not granted In its 
entirety, the answer shall be filed within 
10 days of service of the order on the 
motion. 

(b) Appeal of dismissal orders. Where 
a law judge grants a motion to dismiss 
in lieu of an answer and terminates the 
proceeding without hearing, an appeal 
of such order to the Board may be filed 
pursuant to the provisions of II 421.19 
and 421.22(a). Where a law judge grants 
a motion to dismiss in part, objections 
to such interlocutory order may be raised 
in an appeal, only after the law judge has 
rendered his initial decision on the re¬ 
maining issues, unless the law judge con¬ 
sents to an appeal to the Board in ac¬ 
cordance with { 421.13. 

<c) Motions to dismiss for lack of 
jurisdiction. A motion to dismiss on the 
grounds that the Board lacks jurisdiction 
may be made at any time. 

§ 421.15 Motion for more definite state¬ 
ment. 

The parties, in lieu of an answer, may 
file a motion requesting that the allega¬ 
tions In the complaint or the petition, 
as the case may be, be made more definite 
and certain. Such motion shall point out 
the defects complained of and the de¬ 
tails desired. If the motion is granted 
and the law Judge’s order is not com¬ 
plied with within 15 days after notice, 
the law judge shall strike the allegation 
or allegations in any complaint or peti¬ 
tion to which the motion is directed. If 
the motion is denied, the moving party 
shall file his answer within 10 days after 
the denial. 


§ 421.16 DcfMMitkm*. 

After a petition for review or a com¬ 
plaint is filed, any party may flic a mo¬ 
tion with the chief law judge requesting 
permission to take the testimony oi any 
person, including a party, by deposition 
upon oral examination or written inter¬ 
rogatories. Service of a copy of the mo¬ 
tion shall be made upon all other par¬ 
ties to the proceeding on 7 days* notice 
If the motion is granted, the taking of 
the deposition shall be in compliiir.ee 
with the provisions of I 1004 of the Act. 

§421.17 Subpena*, wilne** fee«, nmj 
appearance* of Board Member*, olf,. 
cm, or employee*. 

(a) Subpenas. Subpenas requiring the 
attendance of witnesses or the produc¬ 
tion of documentary or tangible evidence 
for the purpose of taking depositions or 
at a hearing may be Issued by the chief 
law judge prior to the assignment of a 
law Judge, or by the law judge to whom 
the case is assigned, upon application by 
any party. The application shall show the 
general relevance and reasonable scope 
of the evidence sought. Any person upon 
whom a subpena is served may. within 
7 days after service but in any event 
prior to the return date thereof, file with 
the chief law judge or the law Judge, 
the case may be. a motion to quash or 
modify the subpena. and such filing shall 
stay the subpena pending final action by 
the chief law judge or the law judge on 
the motion. 

<b) Witness fees. Witnesses shall be 
entitled to the same fees and mileage as 
are paid to witnesses in the courts of the 
United States. The fees shall be paid by 
the party at whose instance the witness 
is subpenaed or appears. 

(c> Board Members, officers , or em¬ 
ployees. The provisions of paragraph a» 
of this section are not applicable to 
Board Members, officers, or employees, 
or to the production of documents in 
their custody. Applications for the at¬ 
tendance of such persons or the produc¬ 
tion of such documents at a hearing or 
deposition shall be addressed to the chief 
law judge or the law’ Judge, as the case 
may be, in writing, and shall set forth 
the need of the moving party for such 
evidence and its relevancy to the issues 
in the proceeding. 

§ 412.18 Official notice. 

Where any decision of the law Judae or 
the Board rests on official notice of a 
material fact not appearing in the evi¬ 
dence in the record, any party shall, 
upon filing a petition within 10 days 
after notice thereof, be afforded a rea¬ 
sonable opportunity to show to the 
contrary. 

Special Rules Applicable to Piocsrp- 
ings Under Section 602 <b) or the Act 

§421.19 Initiation of proceeding*. 

(a) Petition for review. Where the Ad¬ 
ministrator has denied an application for 
the issuance or renewal of an airman cer¬ 
tificate. the applicant may file with the 
Board a petition for review of the Ad¬ 
ministrator’s action. Such petition shall 
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be filed within 60 days from the time of 
service on the petitioner of the Adminis¬ 
trator's action. The petition shall contain 
a short, plain statement of the facts on 
which petitioner’s case rests and a state¬ 
ment of the action requested. The peti¬ 
tion may be filed in the form of a letter 
to the Board signed by the aggrieved 
party. 

(b) Filing petition with the Board. In 
Accordance with the provisions of 
g 421.4(a). a petition for review mailed 
to the Board shall be deemed timely if 
postmarked before the end of the time 
limitation therefor, provided that if 
mailed from a point in the United States 
more than 800 miles from Washington. 
D.C., it Is sent by airmail. 

(c) Anstaer to petition. The Adminis¬ 
trator shall file an answer to the peti¬ 
tion tor review within 20 days of service 
upon him by the petitioner of the peti¬ 
tion for review. Failure to deny the truth 
of any allegation or allegations of the 
petition may be deemed an admission of 
the truth of the allegation or allegations 
not answered. 

§ 121.20 Burden of proof. 

In proceedings under 5 602 <b) of the 
Act. the burden of proof shall be upon 
tike petitioner. 

^ 121.21 Motion to dinniifMi petition for 
review for lock of Mantling. 

Upon motion by the Administrator 
within the time limitation for filing an 
nnswer. a petition for review’ shall be 
dismissed for lack of standing in either 
of the following instances : 

(a) If the petitioner's certificate at 
the time of the denial or renewal thereof 
was under an order of suspension: or 

(b) If the petitioner's certificate had 
been revoked within one year of the date 
of the denial or renewal thereof, unless 
the order revoking such certificate pro¬ 
vided otherwise. 

Special Rules Applicable to Proceedings 
Under Section 609 or the Act 

§ 421.22 Initiation of proceeding*. 

<a> Appeal. A certificate holder shall 
file with the Board an appeal from an 
order of the Administrator amending, 
modifying, suspending, or revoking a cer¬ 
tificate. Such appeal shall be filed with 
the Board within 20 days from the time 
of service of the order, along with proof 
of service upon the Administrator. 

( b) Contents. Each appeal shall con¬ 
tain a concise but complete statement 
of the facts relied upon and the relief 
nought. It shall identify the Administra¬ 
tor’s order and the certificate affected 
and shall recite the Administrator’s ac¬ 
tion from which the appeal is sought. It 
shall likewise contain proof of service 
upon the Administrator. 

(c> Effect of timely appeal with the 
Board. Timely filing with the Board of 
an appeal from an order of the Adminis¬ 
trator shall postpone the effective date 
of the order until final disposition of the 
appeal by the law judge or the Board, 
except in emergency proceedings. 


S 121.23 Complaint. 

(a) Filing, time of filing. and service 
upon respondent. The order of the Ad¬ 
ministrator from which an appeal has 
been taken shall serve as the complaint 
and shall be filed by the Administrator 
with the Board within 5 days after serv¬ 
ice by the Board upon the Administrator 
of an appeal from his order, along with 
proof of service upon respondent by the 
Administrator. 

(b) Contents of complaint If the Ad¬ 
ministrator claims that respondent lacks 
qualification as an airman, the order 
filed as the complaint, or an accompany¬ 
ing statement shall recite on wliich of 
the facts pleaded this contention is based. 

(c) Answer to complaint. The respond¬ 
ent shall file an answer to the complaint 
within 20 days of service of the complaint 
upon him by the Administrator. Failure 
to deny the truth of any allegation or 
allegations of the complaint may be 
deemed an admission of the truth of the 
allegation or allegations not answered. 

§ 421.24 Burden of proof. 

In proceedings under section 609 of the 
Act. the burden of proof shall be upon 
the Administrator. 

§ 121.25 Motion lo disnih* •lair com¬ 

plaint* 

Where the complaint states allegations 
of offenses which occurred more than 6 
months prior to the Administrator's ad¬ 
vising respondent as to reasons for pro¬ 
posed action under I 609 of the Act. re¬ 
spondent may move to dismiss such alle¬ 
gations pursuant to the following pro¬ 
visions: 

(a) In those cases where a complaint 
does not allege lack of qualification of the 
certificate holder: 

(1) The Administrator shall be re¬ 
quired to show by answer filed within 7 
days of service of the motion that good 
cause existed for the delay, or that the 
imposition of a sanction is warranted in 
the public interest, notwithstanding the 
delay or the reasons therefor. 

(2» If the Administrator does not es¬ 
tablish good cause for the delay or for 
Imposition of a sanction notwithstanding 
the delay, the law Judge shall dismiss the 
stale allegations and proceed to adjudi¬ 
cate only the remaining portion, if any. 
of the complaint. 

(3) If the law judge wishes some clari¬ 
fication as to the Administrator's factual 
assertions of good cause, he shall obtain 
this from the Administrator in writing, 
with due service made upon the respond¬ 
ent, and proceed to an Informal deter¬ 
mination of the good cause issue without 
a hearing. A hearing to develop facts as 
to good cause shall be held only where 
the respondent raises an issue of fact in 
respect of the Administrator's good cause 
issue allegations. 

(b) In those cases where the com¬ 
plaint alleges lack of qualification of the 
certificate holder: 

(1) The law Judge shall first determine 
whether an Issue of lack of qualification 
would be presented if any or all of the 


allegations, stale and timely, are as¬ 
sumed to be true. If not, the law Judge 
shall proceed as in paragraph (a) of 
th is section. 

(2) If the law judge deems that an 
issue of lack qualification would be pre¬ 
sented by any or all of the allegations if 
true, he shall proceed to a hearing on the 
lack of qualification issue only, and he 
shall so inform the parties. The respond¬ 
ent shall be put on notice that he is to 
defend against lack of qualification and 
not merely against a proposed remedial 
sanction. 

Law Judges 

§ 121.26 Afl*tgninrnt, dtilir*, am! 
powers. 

(a) Assignment of law judge and dura¬ 
tion of assignment. The chief law judge 
shall assign a law Judge to preside over 
the proceeding. Until such assignment, 
motions, requests, and documents shall 
be addressed to the chief law’ judge. 
Thereafter, all such motions, requests, 
and documents shall be addressed to the 
law Judge assigned. The authority of the 
law judge shall terminate upon certifi¬ 
cation of the record to the Board, or 
upon expiration of the period within 
which appeals from Initial decisions may 
be filed, or upon the law judge's with¬ 
drawal from the proceeding upon con¬ 
sidering himself disqualified 

ib) Powers of law judges. Law judges 
shall have the following powers: 

(1> To give notice concerning, and 
hold, prehearing conferences and hear¬ 
ings: 

(2) To administer oaths and affirma¬ 
tions: 

<3> To examine witnesses: 

<4> To issue subpenas and to take or 
cause depositions to be taken: 

(&> To rule upon offers of proof and 
receive evidence: 

<6> To regulate the course of the hear¬ 
ing; 

(7) To hold conferences, before or 
during the hearing for the settlement or 
simplification of issues: 

<8> To dispose of procedural requests 
or similar matters: and 

<9> To make recommended and initial 
decisions. 

(c) Disqualification of a law judge. A 
law judge shall withdraw from the pro¬ 
ceedings if at any time he deems him¬ 
self disqualified. If. prior to the initial 
decision, there is filed in good faith an 
affidavit of personal bias or disqualifica¬ 
tion. with substantiating facts, and the 
law’ judge does not withdraw, the Board 
will determine the matter as a part of the 
record and decision in the proceeding, if 
an appeal from the law judge’s initial 
decision is filed. The Board will not 
otherwise consider any claim of bias or 
disqualification. The Board, in its dis¬ 
cretion. may order a hearing on a charge 
of bias or disqualification. 

Hearings 

§ 421.27 Notice of hearing. 

(a> Notice. The chief law judge or the 
law judge to whom the case is assigned 
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shall set the date, time, and place for 
the hearing, at a reasonable date, time, 
and place, and shall give the parties ade¬ 
quate notice thereof and of the nature 
of such hearing. 

<b) Hearings in several sessions. 
Where appropriate, the law Judge may 
determine that a hearing will be held in 
one or more sessions at the same or dif¬ 
ferent places. 

§421.28 Evidence. 

Every party shall have the right to 
present his case or defense by oral or 
documentary evidence, to submit evi¬ 
dence in rebuttal, and to conduct such 
cross-examination as may be required 
for a full and true disclosure of the 
facts. 

§ 421.29 Argument nnd »ubnu*MOn*. 

At the hearing, the law judge shall give 
the parties adequate opportunity for the 
presentation of arguments in support of, 
or in opposition to, motions, objections, 
and exceptions to rulings. Prior to the 
initial decision, the parties shall be af¬ 
forded a reasonable opportunity to sub¬ 
mit for consideration proposed findings 
and conclusions and supporting reasons 
therefor. 

§ 421.30 Record. 

The transcript of testimony and ex¬ 
hibits, together with all papers, requests, 
and rulings filed In the proceeding shall 
constitute the exclusive record of the 
proceeding. The record shall also in¬ 
clude any proceeding upon on affidavit 
of personal bias or disqualification of a 
law Judge. Copies of the transcript may 
bo obtained by any party upon payment 
of the reasonable cost thereof. A copy 
may be examined at the National Trans¬ 
portation Safety Board Public Reference 
Room No. 806D, at 800 Independence 
Ave.. SW., Washington, D.C. 20591. 

§ 421.31 Certification to the Board. 

At any time prior to the close of the 
hearing, the Board may direct the law 
Judge to certify any question or the en¬ 
tire record in the proceeding to the Board 
for decision, except an Interlocutory rul¬ 
ing. In cases where the record is certi¬ 
fied to the Board, the law Judge shall not 
render an initial decision but shall only 
recommended to the Board a decision as 
provided in 5 U.8.C. 557 (Administrative 
Procedure). 

Initial Decision 

§ 421.32 Initial decision by law judge. 

<a) Written or oral decision. The law 
judge may render his initial decision 
orally at the close of the hearing, or he 
may render such decision in writing at 
a later date, except as provided in 
S 421.40(b). 

(b) Contents . The initial decision shall 
include a statement of findings and con¬ 
clusions, as well as the reasons or bases 
therefor, upon all material issues of fact 
<including credibility of witnesses, where 
such finding is material), law, or dis¬ 
cretion. presented on the record, and 
the appropriate sanction or denial 
thereof. 


PROPOSED RULES 

(c) Service of unritten decision and ex¬ 
tension of time for appeal. If the initial 
decision is in writing, it shall be served 
upon the parties. At any time before the 
date for filing on appeal from the Initial 
decision has passed, the law judge or 
the Board may. for good cause shown, 
extend the time within which to file an 
appeal from the initial decision, and 
the law judge may also reopen the case 
for good cause upon notice to the parties. 

(d> Furnishing copy of oral decision 
and issuance date. If the initial decision 
is rendered orally, a copy thereof, ex¬ 
cerpted from the transcript of the 
record, shall be furnished the parties by 
the Office of Administrative Law Judges. 
Irrespective of the date of mailing of 
such copy, the issuance date of the de¬ 
cision shall be the actual date of the 
rendering of the oral decision. 

§ 421.33 EJTerl of law judge** initial d«s 
rinion, and filing an appeal there¬ 
from. 

If no appeal from the initial decision 
is filed with the Board by either party 
within the time allowed, or no motion 
by the Board on its own Initiative is 
made to review the initial decision, it 
shall become final, but shall not be 
deemed to be a precedent binding on the 
Board. The timely filing of such an ap¬ 
peal or motion shall stay the order in the 
initial decision. 

Appeals prom Initial Decisions 
§ 421.34 Notire of appeal. 

A party may appeal from a law Judge’s 
order or from the Initial decision by filing 
with the Board and serving upon the 
other parties (pursuant to $421.5) a 
notice of appeal within 10 days after an 
oral initial decision has been rendered 
or a written decision has been served. 
Exceptions are not required. 

§ 421.35 Brief* and oral argument. 

<a) Appeal briefs. Each appeal must 
be perfected within 40 days after an 
oral Initial decision has been rendered, 
or 30 days after service of a written 
initial decision, by the filing with the 
Board and the serving on the other party 
of a brief in support of the appeal. Ap¬ 
peals may be dismissed by the Board on 
its own initiative or on motion of the 
other party, in cases where a party who 
has filed a notice of appeal fails to per¬ 
fect his appeal by filing a timely brief. 

(b) Contents of appeal brief. Each 
appeal brief shall set forth in detail the 
objections to the initial decision, and 
shall state whether such objections are 
related to alleged errors in the law 
judge's findings of fact and conclusions 
or alleged errors in his order. It shall 
also state the reasons for such objections 
and the relief requested. 

(c) Waiver of objections on appeal. 
Any error contained in the initial 
decision which Is not objected to may be 
deemed to have been waived. Where any 
objection is based upon evidence of 
record, such objection need not be con¬ 
sidered by the Board unless specific rec¬ 
ord citations to the pertinent evidence 
are furnished in the appeal brief. 


(d) Reply brief. A brief in reply to the 
appeal brief may be filed by the other 
party within 30 days after the appeal 
brief has been served upon him. A copy 
of the reply brief shall be served upon 
the party who has appealed from the 
initial decision. Where the reply brief 
relies upon evidence of record, specific 
record citations to the pertinent evi¬ 
dence shall be furnished in the reply 
brief. 

<e) Other briefs. No further briefs may 
be filed, except upon specific leave of the 
Board upon a showing of good cau*e 
therefor. 

(f) Number of copies. Five copies of 
briefs shall be filed with the Board 

(g) Oral argument. Oral argument be¬ 
fore the Board will normally not be held 
In proceedings under this part. However, 
when need therefor appears, the Board 
may permit oral argument, either on its 
own initiative or on motion of a party 

§ 421.36 I**ur* on appeal. 

On appeal, the Board will consider only 
the following issues: 

(a) Is the finding of a material fact 
or facts erroneous? 

(b) Is a necessary legal conclusion 
without governing precedent or a depar¬ 
ture from or contrary to law. Board rules, 
or precedent? 

(c) Is a substantial and important 
question of law, policy, or discretion in¬ 
volved? 

(d) Has a prejudicial procedural error 
occurred? 

If the Board determines that the law 
judge erred in any respect or that his 
order In his initial decision should be 
changed, the Board may make any neces¬ 
sary findings and may Issue an order in 
lieu of tiie law judge's order, or may 
remand the case for such purposes as the 
Board may deem necessary. The Board 
on Its own initiative may raise any issue, 
the resolution of which it deems impor¬ 
tant to a proper disposition of the pro¬ 
ceedings, In which event a reasonable 
opportunity shall be afforded to the 
parties to submit argument thereon. 

§ 421.37 Petition* foe rehearing, rtnr- 
giimrnt. reconsideration, or modifi¬ 
cation of an order of the Board. 

(a) General. Any party to a proceed¬ 
ing may petition for rehearing, reargu¬ 
ment. reconsideration, or modification of 
a Board order on appeal from an Initial 
decision. Initial decisions which have be¬ 
come final because they were not ap¬ 
pealed from shall not be deemed orders 
for this purpose. 

(b) Form and ?iumber of copies . The 
petition shall be in writing. Five copies 
shall be filed with the Board and a copy 
shall be served upon each of the parties 
within 30 days after service of the 
Board s order on appeal from the initial 
decision. 

(c) Contents. The petition shall state 
briefly and specifically the matters ert 
record alleged to have been erroneously 
decided, the ground or grounds relied 
upon, and the relief sought. If the peti¬ 
tion is based, in whole or in part, on 
allegations as to the consequences that 


FEDERAL REGISTER, VOL. 3«, NO. 137—-WEDNESDAY, JULY IS. 1973 





PROPOSED RULES 


19in<l 


would result from the order of the Board, 
U 10 basis of such allegations shall be set 
forth. If the petition is based, in whole 
or In part, upon new matters, it shall set 
forth such new matter and shall con¬ 
tain affidavits of prospective witnesses, 
authenticated documents, or both, or an 
explanation why such substantiation is 
unavailable, and shall explain why such 
new matter could not have been discov¬ 
ered by the exercise of due diligence prior 
to the date the case was submitted for 
decision. 

(d) Grounds for dismissal. Repetitious 
petitions will not be entertained by the 
Board and will be summarily dismissed. 

<e) Reply to petition. Within 10 days 
after the service of the petition upon an 
adverse party, he may reply thereto by 
filing a copy of the reply with the Board, 
with proof of service upon the petitioner. 

<f> Stay of effective date of order. The 
filing of a petition under this section shall 
operate to stay the effective date of the 
Board order, unless it Is otherwise or¬ 
dered by the Board. 

Rules Applicable to Emergency 
Proceedings 

§ 121.38 General. 

(a) Applicability. This section shall 
apply to any order issued by the Admin¬ 
istrator as an emergency order, or any 
order issued by the Administrator not 
designated as an emergency order, which 
is later amended to be an emergency 
order, as provided In S 609 of the Act, in 
cases where the respondent appeals or 
has appealed to the Board therefrom. 

(b) Effective date of emergency . The 
procedure set forth In this section shall 
apply on the date when the Administra¬ 
tor’s advice of the emergency character 
of his order has been received by the Of¬ 
fice of Administrative Law* Judges or by 
the Board. 

(c) Computation of time. Time shall 
be computed in accordance with $ 421.7, 
including the provision that Saturdays. 
Sundays, and legal holidays of the 
Board shall always be counted in the 
computation. 

§ 121.39 Appeal, ronipUint, «t»»*cr lo 
the complaint, and motion*. 

(a) Time within which to appeal. 
Within 10 days after the service of the 
Administrator's emergency order on the 
certificate holder, he may file an appeal 
therefrom to the Board. 


<b> Form and content of appeal The 
appeal may be in the form of a letter 
to the Board signed by the aggrieved 
party. It shall identify the Administra¬ 
tor’s order and the certificate affected, 
shall recite the Administrator's action 
from which the appeal is taken, and shall 
Identify the issues of fact or law on which 
the appeal is based and the relief sought. 

<c> Complaint. Within 3 days after 
receipt of the appeal from the Board, the 
Administrator shall file with the Board 
his emergency order as his complaint 
and severe a copy upon the respondent. 

<d> Answer to the complaint. Within 5 
days after service of the complaint upon 
respondent, he shall file his answer 
thereto. Failure to deny any allegation or 
allegations of the complaint may be 
deemed an admission of the allegation 
or allegations not answered. 

<e> Motion to dismiss and motion for 
more definite statement. No motion to 
dismiss or for a more definite statement 
shall be made, but the substance thereof 
may be stated in the respondent's an¬ 
swer. The law Judge may permit or re¬ 
quire a more definite statement or other 
amendment to any pleading at the hear¬ 
ing, upon good cause shown and upon 
just and reasonable terms. 

§ 121.10 Hruring and initial rierUion. 

(a) Notice of hearing. Immediately 
upon the timely filing of the answer with 
the Board, or within the time set for such 
filing, the law Judge shall set the date 
and place for hearing upon motion to the 
parties, not to exceed 7 days. 

(b) Initial decision. The initial deci¬ 
sion shall be made orally on the record 
at the termination of the hearing and 
after opportunity for oral argument The 
provisions of { 421.32(b) and (d) shall be 
applicable, covering content, furnishing 
of a copy of the initial decision excerpted 
from the record, and issuance date. 

(c) Conduct of hearing. The provisions 
of If 421.28. 421.29, and 421.30, cover¬ 
ing evidence, argument and submissions, 
and record, shall be applicable. 

(d) Effect of law fudge's initial deci¬ 
sion. It no appeal to the Board by either 
party, by motion or otherwise. Is filed 
within the time allowed, the law judge's 
initial decision shall become final but 
shall not be deemed to be a precedent 
binding on the Board. 


§ 421.41 Nolire of appeal from initial 
derision, brief*, icaue*. ami petition* 
for reconsideration* 

(a) Time within which to Ale a notice 
of appeal and content. Within 2 days 
after the initial decision has been orally 
rendered, either party to the proceeding 
may appeal therefrom by filing with the 
Board and serving upon the other parties 
a notice of appeal. Exceptions are not 
required. 

<b) Brief and oral argument. Within 
5 days after the filing of the notice of ap¬ 
peal. the appellant shall file a brief with 
the Board and serve a copy upon the 
other parties. Within 5 days after serv¬ 
ice of the appeal brief, a reply brief may 
be filed with the Board and a copy served 
upon the other parties. The briefs shall 
comply with the requirements of i 421.35 

(b). (c), <d). (e). (f), and (g>. covering 
contents, waiver of objections on appeal, 
reply brief, other briefs, number of 
copies, and oral argument. Where oral 
argument is granted, the Board wQl give 
3 days’ notice of such oral argument. 

(c) Issues on appeal. The provisions of 
I 421.36 shall apply to Issues on appeal. 
However, the Board may on its own 
initiative raise any issue, the resolution 
of which it deems important to a proper 
disposition of the proceeding. In such 
case, not more than 2 days shall be af¬ 
forded to the parties to submit Argument 
thereon. 

(d) Petitions for reconsideration . re¬ 
hearing. reargument, or modxAcation of 
order. The only petitions for reconsidera¬ 
tion, rehearing, reargument, or modifica¬ 
tion of an order which the Board will 
entertain are petitions based on the 
ground that new matter has been dis¬ 
covered. 8uch petitions must set forth 
the following: 

(1) The new matter; 

(2) Affidavits of prospective witnesses, 
authenticated documents, or both, or an 
explanation of why such substantiation 
is unavailable: and 

(3) A statement that such new matter 
could not have been discovered by the 
exercise of due diligence prior to the date 
the case was submitted to the Board. 

Adopted by the National Transporta¬ 
tion Safety Board at Its office in Wash¬ 
ington. D.C., on the 11th day of July 
1973. 

- f seal! John H. Reed. 

Chairman. 

[FR Doc.73-14662 Filed 7-17-73;8:45 am 1 
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DEPARTMENT OF DEFENSE 
Department of the Air Force 
SCIENTIFIC ADVISORY BOARD 
Notice of Meetings 

July 12. 1973. 

The U8AP Scientific Advisory Board 
Electronics Systems Division Advisory 
Group will hold a closed meeting on 
July 19, 1973. from 8 a.m. until 5 p.m., at 
the Command Management Center, 
Building 1606. L, G. Hanscom Field. Bed¬ 
ford, Massachusetts. 

The committee will receive classified 
briefings on the Electronics Systems Di¬ 
vision program. 

The USAF Scientific Advisory Board 
Executive Committee will hold a closed 
meeting on July 31, 1973. from 8:30 bjd. 
until 5 p.m.. at the Aeronautical Systems 
Division, Wrlght-Pattcrson Air Force 
Base, Ohio. 

The committee will receive classified 
briefings on Air Force Remotely Piloted 
Vehicles, 

For further information on these meet¬ 
ings. contact the Scientific Advisory 
Board Secretariat at 202-697-4648. 

John W. Fahrney, 
Colonel, USAF, 
Chief , Legislative Division, Of¬ 
fice of The Judge Advocate 
General . 

[FR Doc 73-14615 Filed 7-17-73:8:45 ami 


Office of the Secretary of Defense 

NATIONAL COMMITTEE FOR EMPLOYER 
SUPPORT OF THE GUARD AND RESERVE 

Notice of Open Meeting 

Pursuant to the provisions of Section 
10. Public Law 92-463, effective Janu¬ 
ary 6. 1973, notice is hereby given that 
a meeting of the National Committee for 
Employer Support of the Guard and Re¬ 
serve local Executive Committee and Ad¬ 
visory Council will be held on July 30. 
1973. in the Institute for Defense Analy¬ 
sts Conference Room. 400 Army-Navy 
Drive. Arlington. Virginia. 

The purpose of the meeting is to for¬ 
mulate plans for achieving the Commit¬ 
tee goals in the District of Columbia, 
southern Maryland and northern Vir¬ 
ginia areas. 

A transcript of the meeting will be 
available to anyone desiring information 
about the meeting. 

Additional information concerning 
these meetings may be obtained by con¬ 
tacting the Assistant to the National 
Chairman, National Committee for Em¬ 
ployer 8upport of the Guard and Re¬ 


serve, Room 3A29. 400 Army-Navy Drive. 
Arlington. Virginia 22202. 

Maurice W. Roche. 
Director , Correspondence and 
Directives Division OASD 
< Comptroller), 

July 13. 1973. 

(FR Doc.73-14654 Filed 7-17-73;8:45 am] 

DEPARTMENT OF THE TREASURY 
Office of Revenue Sharing 
ENTITLEMENT PERIODS 1, 2, AND 3 

Notice of Final Date Upon Which Determi¬ 
nation of Allocations Has Been Made 

Pursuant to $ 51.22(a) of Title 31 of 
the Code of Federal Regulations (Part 
51), promulgated under the State and 
Local Fiscal Assistance Act of 1972 (Pub¬ 
lic Law 92-512, 31 U.S.C.A. Chapter 24), 
and pursuant to notice of Availability 
of Entitlement Data published in the 
Federal Registei for January 3, 1973 
(38 FR 65), notice is hereby given that 
the final date for the determination of 
allocation and entitlements, including 
adjustments thereto, for Entitlement 
Periods 1. 2. and 3. for recipient govern¬ 
ments. has been made as of July 1. 1973. 
This closing date will not be applicable 
for those recipient governments who 
have a request pending as of July 1. 1973, 
for substantiation or correction of data 
elements by the Office of Revenue Shar¬ 
ing. filed pursuant to the notice of Janu¬ 
ary 3. 1973 138 FR 65 >. 

[ seal 1 Graham W. Watt. 

Director, 

Office of Revenue Sharing. 

I FR Doc.73-14648 Filed 7-17-73;8:45 am] 

DEPARTMENT OF AGRICULTURE^ 

Animal and Plant Health Inspection Service 

ORGANIZATION, FUNCTIONS. AND 
DELEGATIONS OF AUTHORITY 

Pursuant to the authority of the Ad¬ 
ministrator, Animal and Plant Inspec¬ 
tion Service, appearing at 7 CFR 2.7 and 
2.61. the following Statement of Organi¬ 
zation. Functions, and Delegations of Au¬ 
thority of Animal and Plant Health In¬ 
spection Service is made: 

Organization and Functions 
Section 1. General. Animal and Plant 
Health Inspection Service, hereinafter 
referred to as “APHIS.” was created by 
the Secretary of Agriculture on April 2, 
1972. (37 F.R. 6327: March 28, 1972). 

Sec. 2. Central office . The central 
office of APHIS is located at Washington. 


D.C. and consists of the Office of the 
Administrator, Associate Administrator, 
and five Deputy Administrators as fol¬ 
lows: 

Office of the Administrator 
Operations Review Stall 
Planning and Evaluation Stall 
Information Division 
Associate Administrator 
Deputy Administrator. Plant Protection and 
Quarantine 

Deputy Administrator. Meat and Poultry In¬ 
spection. Field Operations 
Deputy Administrator, Meat and Poultry In¬ 
spection. Scientific and Technical Services 
Deputy Administrator. Veterinary Services 
Deputy Administrator. Administrative Man¬ 
agement 

Sec. 3. Field organisations. The loca¬ 
tion of principal field offices is as follows 
tor each major program: 

Plant Protection and Quarantine 

Northeastern Region: Flynn Avenue and 
Park Boulevard Moores town. New Jersey 
08057 

Western Region: Building 2-B. Room 103 
620 Central Avenue Alameda. California 
94501 

Southeastern Region: 3505 25th Avenue 
Gulfport, Mississippi 39501 
South Central Region: 400 Boca Chlca Tower 
2100 Boca Chlca Boulevard Brownsville. 
Texas 78520 

Mexico Region: Apartado Postal #815 Mon¬ 
terrey, NX., Mexico 

Mxat and Poultry Infection. Fixld 
Operations 

North Central Region: Room 419. United 
State® Courthouse Building East 1st and 
Walnut Street Dea Moines, Iowa 60300 
Northeastern Regton: 7th Floor 1421 Cherry 
Street Philadelphia, Pennsylvania 19102 
Southeastern Region: Room 216 1718 Peach¬ 
tree 8troet, N.W. Atlanta, Georgia 30300 
Southwestern Region: Room 5-F41 1100 

Commerce Street Dallas, Texas 75201 
Western Region: Room 102, Building 2-C 
620 Central Avenue Alameda, California 
94501 

Meat and Poultry Inspection. Scnnmnc 
a no Technical Services (Lasoratori esi 

Room 612, Annex Building 12th it C Street*. 

S.W. Washington. D C. 20250 
Room 203, Stock Yards 8ectlon 4101 South 
Hals ted Street Chicago, Illinois 60609 
Room 417, Federal Budding Kansas City, 
Kansas 66101 

Room 1034 641 Washington Street, New York. 
New York 10014 

Room 207, South Omaha Post Office 4730 
South 24th 8treet Omaha. Nebraska 68107 
941 United States Court and Customhou** 
Building 1114 Market Street St. Louis, Mis¬ 
souri 03101 

690 Sansome Street, San Francisco, Califor¬ 
nia 94111 

Building 318 Agricultural Research. Center 
Beltsvllle. Maryland 20705 
Veterinary Services — Regional offices ar« 
not established for this program as supervis¬ 
ion is provided by five regional directors. 
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who are all located In the following rooms of 
6605 Detcrcet Road. HyattavUle. Maryland 

207*2: 

North Central Region : Room 847 
Northern Region: Room 841A 
southeastern Region: Room 847 
south Central Region: Room 840 
Western Region: Room 841A 

Sic. 4, The Office of the Administra¬ 
tor .— (a) The Administrator. The Ad¬ 
ministrator of APHIS, under the direc¬ 
tion of the Assistant Secretary for 
Marketing and Consumer Services, for¬ 
mulates. directs, and supervises the ex¬ 
ecution of APHIS policies, programs, and 
activities. The Administrator is author¬ 
ized to execute any document, authorize 
any expenditure, and promulgate any 
rule, regulation, order or instruction re¬ 
quired by law or deemed by him to be 
necessary and proper to the discharge of 
the functions assigned to APHIS and to 
delegate and provide for redelog&tion of 
his authority to appropriate officers and 
employees consistent with and with due 
regard to his personal responsibilities for 
the proper discharge of functions as¬ 
signed to APHIS. Delegations and provi¬ 
sion for redelegation are stated in section 
13, 14.15.16.17. and 18. 

(b) The Associate Administrator . The 
Associate Administrator shares overall 
responsibility with the Administrator for 
the general direction and supervision of 
the programs and activities assigned to 
APHIS and is authorized to act for the 
Administrator in performing all func¬ 
tions for which the Administrator is 
responsible. 

(c) Deputy Administrator . Plant Pro - 
tcction and Quarantine. The Deputy 
Administrator, Plant Protection and 
Quarantine, is responsible for: 

(1) Participating with the Adminis¬ 
trator in the overall planning and for¬ 
mulation of all policies, programs, and 
activities of APHIS; and 

(2) Directing and coordinating the 
administration of the Plant Protection 
and Quarantine Program and related ac¬ 
tivities involving the Mexican Pink Boll- 
worm Act. Sec. 102 of the Organic Act of 
1944, as amended, the Act of April 3, 
1937, as amended, the Mexican Border, 
Golden Nematode. Federal Plant Pest. 
Plant Quarantine. Terminal Inspection. 
Honeybee, and Halogeton Glomeratus 
Acts, and other related programs and ac¬ 
tivities. This program is carried out by 
two functional units. Program Develop¬ 
ment and Application, located in Hyatts- 
ville. Maryland, and the Training Facil¬ 
ity located at Battle Creek, Michigan, 
and by regional and field offices; and 

13) Issuing regulations (including 
quarantines) pursuant to law relating to 
matters within his area. 

<d) Deputy Administrator , Meat and 
Poultry Inspection , Field Operations. The 
Deputy Administrator. Meat and Poultry 
Inspection, Field Operations, is responsi¬ 
ble for: 

il) Participating with the Adminis¬ 
trator in the overall planning and for¬ 
mulation of al policies, programs, and 
activities of APHIS: and 

( 2) Directing and coordinating the 
administration of the Meat and Poultry 


Inspection program and related activities 
Involving the Federal Meat Inspection 
Act, as amended, the Poultry Products 
Inspection Act, as amended, and other 
related programs and activities. This 
program is carried out by three func¬ 
tional staffs, the Compliance Staff and 
Foreign Programs Staff which are located 
in Washington, D.C.. and the Program 
Training 8taff which is located in Den¬ 
ton, Texas, and by regional and field of¬ 
fices. The directors of regional offices of 
this program are responsible for grant¬ 
ing. refusing, suspending, or withdraw¬ 
ing Inspection service in accordance with 
applicable provisions of the law(s) under 
which such service is required; and 

(3) Participating with the Deputy Ad¬ 
ministrator, Meat and Poultry Inspec¬ 
tion. Scientific and Technical Services, 
in the development of regulations re¬ 
lating to meat and poultry inspection. 

<e> Deputy Administrator , Meat and 
Poultry Inspection. Scientific and Tech¬ 
nical Services. The Deputy Administra¬ 
tor, Meat and Poultry Inspection. Scien¬ 
tific and Technical Services, is responsi¬ 
ble for: 

(1) Participating with the Adminis¬ 
trator in the overall planning and 
formulation of all policies, programs, 
and activities of APHIS: and 

(2) Directing and coordinating the 
establishment and maintenance of in¬ 
spection standards and procedures, 
specifications for plant faculties and 
equipment, marking, labeling, and pack¬ 
aging of products, and providing chem¬ 
ical and biological laboratory services 
involving the Federal Meat Inspection 
Act. as amended, and the Poultry Prod¬ 
ucts Inspection Act, as amended. The 
program is carried out through the Sci¬ 
entific Services Staffs. Technical Serv¬ 
ices 8taffs, and Statistical Services Staff, 
ail of which are located in Washington, 
D.C.; and 

(3) Participating with the Deputy Ad¬ 
ministrator. Meat and Poultry Inspec¬ 
tion. Field Operations, develops regula¬ 
tions relating to meat and poultry 
inspection. 

(f) Deputy Administrator, Veterinary 
Services. The Deputy Administrator. 
Veterinary Services, is responsible for: 

(1) Participating with the Adminis¬ 
trator in the overaU planning and formu¬ 
lation of ail policies, programs, and 
activities of APHIS: and 

(2) Directing and coordinating the ad¬ 
ministration of the Veterinary Services 
Program and related activities Involving 
Sec. 306 of the Tariff Act of June 17, 
1930, as amended: Act of August 30,1890. 
as amended; Act of May 29. 1884. as 
amended; Act of February 2, 1903. as 
amended; Act of March 3. 1905. as 
amended; Act of February* 28. 1947. as 
amended; Act of June 16. 1948; Act of 
September 6. 1901; Act of July 2, 1962; 
Act of May 6, 1970, Horse Protec¬ 
tion Act; Animal Welfare Act, as 
amended; 28-Hour Law. as amended; 
Export Animal Accommodation Act. as 
amended; Pure Bred Animal Duty Free 
Entry Provisions of Tariff Act of June 17. 
1930, as amended; Virus-Serum-Toxin 


Act; Anti-Hog-Cholera Serum and Hog- 
Cholera Virus Act. This program is car¬ 
ried out by three functional units. Pro¬ 
grams Development and Application. 
Professional Development Staff, and 
Emergency Program Staffs and by re¬ 
gional and field offices; and 

(3) Issuing regulations pursuant to 
law relating to matters within his area. 

(gi Deputy Administrator. Adminis¬ 
trative Management. The Deputy Admin¬ 
istrator. Administrative Management, is 
responsible for; 

(1) Participating with the Adminis¬ 
trator In the overall planning and for¬ 
mulation of all policies, programs, and 
activities of APHIS; and 

(2) Directing and coordinating the 
administration of the overall adminis¬ 
trative management programs of APHIS 
Including budget and finance, personnel, 
administrative services, management im¬ 
provement. as necessary to meet the re¬ 
quirements of APHIS programs, and ac¬ 
tivities. These programs and activities 
are carried out by the Budget and Fi¬ 
nance Division. Administrative Services 
Division, Personnel Division, and Man¬ 
agement Improvement Division; and 

(3) Coordination of civil rights in 
APHIS; and 

(4) Coordination of General Account¬ 
ing Office and Office of Inspector Gen¬ 
eral audits; and 

(5) The execution of cooperative 
agreements and Master Memoranda of 
Understanding; all agreements between 
APHIS and other agencies; all agree¬ 
ments which would require signature of 
more than one Deputy Administrator; 
and 

(6) Approval for the Administrator of 
all foreign travel; and 

(7) Approval for the Administrator of 
all attendance at international meetings. 

Sec. 5. Operations Review Staff. The 
Operations Review Staff under the di¬ 
rection and supervision of the Admin¬ 
istrator. is responsible for administrative 
reviews and line inspections of program 
operations to test Implementation of pol¬ 
icies, procedures, program administra¬ 
tion. and accomplishment of program 
objectives. 

Sec. 8 . Planning and Evaluation Staff. 
The Planning and Evaluation Staff un¬ 
der the direction and supervision of the 
Administrator, is responsible for advising 
the Administrator in multiyear planning, 
programming, and evaluationg of APHIS 
activities toward stated goals. 

Sic. 7. Information Division . The In¬ 
formation Division, under the direction 
and supervision of the Administrator, is 
responsible for planning and administer¬ 
ing a public information program involv¬ 
ing APHIS activities, and for cooperat¬ 
ing with the Office of Communication in 
the overall information activities of the 
Department. 

Sec. 8. Plant Protection and Quaran¬ 
tine. The units of the Program Develop¬ 
ment and Application and the Profes¬ 
sional Development Staff, under the ad¬ 
ministrative direction of the Administra¬ 
tor and the functional and technical 
direction of the Deputy Administrator 
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for Plant Protection and Quarantine are 
responsible as follows: 

(a) Program Development and Appli¬ 
cation\. Program Development and Ap¬ 
plication is responsible for planning and 
administering the development and eval¬ 
uation of programs; the establishment of 
standards, regulations, and model laws; 
development of methods and procedures; 
and other scientific and technical sup¬ 
port for the Plant Protection and Quar¬ 
antine programs. 

(b> Professional Development Staff. 
The Professional Development Staff is 
responsible for: 

(1) Identifying and evaluating devel¬ 
opment and training needs, and in the 
development and implementation of such 
programs for Plant Protection and Quar¬ 
antine programs; and 

(2) Developing and providing tech¬ 
nical training in biological and related 
fields; and 

(3) Providing training to foreign stu¬ 
dents; and 

(4) Maintaining liaison with profes¬ 
sional and technical institutions. 

8ec. 9. Meat and Poultry Inspection, 
Field Operations . The Compliance, Pro¬ 
gram Training, and Foreign Programs 
Stalls under administrative direction of 
the Administrator and the functional 
and technical direction of the Deputy 
Administrator for Meat and Poultry In¬ 
spection. Field Operations are responsi¬ 
ble as follows: 

(a) Compliance Staff. The Compliance 
Staff is responsible for: 

<1> Planning and conducting reviews 
of shipping, handling, and other allied 
industry engaged in the transportation, 
storage, and distribution of meat and 
poultry products in commerce to assure 
compliance with meat and poultry in¬ 
spection laws, including monitoring of 
voluntary recalls of suspect meat and 
poultry products; and 

(2) Planning and conducting techni¬ 
cal evaluations of tnspectlonal activities 
and operational practices, management 
attitudes, available facilities, and equip¬ 
ment of the meat and poultry process¬ 
ing Industry; and 

(3) Cooperating with States in the de¬ 
velopment of their compliance review 
programs and monitors their programs 
to assure they meet Federal require¬ 
ments. 

(b) Program Training Staff. The Pro¬ 
gram Training Staff is responsible for: 

(1) Developing and implementing a 
program for training of Federal. State, 
and other personnel engaged in meat 
and poultry Inspection programs; and 

(2) Cooperating with APHIS person¬ 
nel. State Inspection officials, industry 
representatives, university officials, and 
others in planning and conducting train¬ 
ing programs. 

Cc) Foreign Programs Staff. The For¬ 
eign Programs 8tofI is responsible for 
planning and conducting inspection of 
imported and exported meat and poultry 
products involving the review of foreign 
meat and poultry inspection systems and 
plants, followed by acceptance or rejec¬ 


tion of these systems and plants for ex¬ 
porting meat and poultry products to 
the United States. 

Sec. 10 Meat and Poultry Inspection . 
Scientific and Technical Services . The 
Scientific Services Staffs. Technical Serv¬ 
ices Staffs, and Statistical Services Staff 
under the administrative direction of the 
Administrator and the functional and 
technical direction of the Deputy Admin¬ 
istrator for Meat and Poultry Inspection. 
Scientific and Technical Services are re¬ 
sponsible as follows: 

(a) Scientific Services Staffs. The Sci¬ 
entific Services Staffs are responsible for 
directing, coordinating, and controlling 
activities in chemistry, microbiology, 
pathology, toxicology, parasitology, epi¬ 
demiology. and related fields, and in resi¬ 
due evaluation and planning that guides 
and supports the Meat and Poultry In¬ 
spection Program. 

<b) Technical Services Staffs. The 
Technical Services Staffs are responsible 
for directing, coordinating, and con¬ 
trolling activities concerned with the de¬ 
velopment of standards, regulations, pro¬ 
cedures. and instructions that will guide 
and support the Meat and Poultry In¬ 
spection Program. 

(c) Statistical Services Staff. The Sta¬ 
tistical Services Staff is responsible for 
providing analytical and consultative 
services in the field of statistics in sup¬ 
port of the Meat and Poultry Inspection 
Program. * 

Sec. 11. Veterinary Services. Programs 
Development and Application. Emer¬ 
gency Program Staff, and Veterinary 
Services Programs under the administra¬ 
tive direction of the Administrator and 
the functional and technical direction of 
the Deputy Administrator. Veterinary 
Services, are responsible as follows: 

(a) Programs Development and Ap¬ 
plication . The units of Program Develop¬ 
ment and Application arc responsible for: 

(1) Coordinating and controlling ac¬ 
tivities concerned with the development 
and evaluation of programs: and 

(2) Establishing standards, regula¬ 
tions. and model laws; and 

(3) Development of methods and pro¬ 
cedures; and 

<4> Providing scientific and technical 
support for the Veterinary Services pro¬ 
grams. 

<b> Professional Development Staff. 
The Professional Development Staff is 
responsible for; 

(1) Identifying and evaluating staff 
development and training needs in vet¬ 
erinary services programs: and 

<2* Developing and providing for tech¬ 
nical training In veterinary medicine and 
related fields; and 

(3) Administering veterinary accredi¬ 
tation program. Including development 
of policies, procedures, and applicable 
regulations: and 

(4) Providing training of foreign visi¬ 
tors; and 

(5) Maintaining liaison with veteri¬ 
nary and other educational institutions. 

<c> Emergency Program Staffs. The 
units of Emergency Program Staffs are 
responsible for: 


(1) Directing an emergency program 
organization capable of controlling and 
eradicating outbreaks of foreign diseases 
and other hazards of animals; and 

(2) Cooperating with certain foreign 
countries In the detection and control of 
animal diseases that are a potential haz¬ 
ard to the United States. 

(d) Veterinary Services Programs The 
Veterinary Services Programs are re¬ 
sponsible for coordinating a regional pro¬ 
gram to protect the health of livestock, 
poultry* and other valued animal life 
through the: 

(1) Detection, control and/or eradica¬ 
tion of animal diseases and parasites; 
and 

(2) Enforcement of quarantines gov¬ 
erning the importation and exportation 
of live animals, semen, eggs, and other 
life animal tissues and specimens; and 

(3) Enforcement of regulations gov¬ 
erning the humane handling, care, and 
treatment of warm-blooded animals used 
for research, exhibition or held for sale 
as pets. 

Sec. 12. Administrative Management. 
The Budget and Finance, Administrative 
Services, Personnel, and Management 
Improvement Divisions under the admin¬ 
istrative direction of the Administrator 
and the functional and technical direc¬ 
tion of the Deputy Administrator. Ad¬ 
ministrative Management are responsible 
as follows: 

<a) Budget and Finance Division. The 
Budget and Finance Division is respon¬ 
sible for operating budgetary and finan¬ 
cial management services and assistance 
to APHIS managers and program leader 
in the areas of budget formulation, obli¬ 
gation estimates, allotments, accounting 
fund control, and financial reporting. 

(b) Administrative Services Division 
The Administrative Services Division is 
responsible for operating administrative 
services and assistance to APHIS man¬ 
agers and program leaders in the areas 
of real and personal property manage¬ 
ment and utilization, procurement, rec¬ 
ords management, contracts and agree¬ 
ments. and related activities. 

(c) Personnel Division. The Personnel 
Division is responsible for operating per¬ 
sonnel management services and assist¬ 
ance to APHIS managers and program 
leaders in the areas of organization, posi¬ 
tion management, position classification 
wage administration, recruitment and 
placement, equal employment opportu¬ 
nity, safety, and employee relations. 

<d> Management Improvement Dfri- 
sion. The Management Improvement 
Division is responsible for: 

(1) Operating administrative service 
and assistance to APHIS managers and 
program leaders in the area of manage¬ 
ment system design, and improvement, 
automated data processing systems, and 
directives management; and 

(2) Reviewing and recommending ap¬ 
proval of the acquisition of all electron!' 
data processing equipment proposed for 
use within APHIS prior to purchase. 
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Delegations or Authority 

Sec. 13. Associate Administrator . The 
Associate Administrator is hereby dele¬ 
gated the authority to perform all the 
duties and to exercise all the functions 
and powers which are now. or which may 
hereafter be. vested in the Administra¬ 
tor. Including the power of redelegation 
except when prohibited, and including 
authority reserved to the Administrator 
outlined in Section 21 below. He is also 
authorized to act for the Administrator 
in his absence or from time to time when 
the Administrator is not available. 

Sic. 14. Deputy Administrators. The 
Deputy Administrator. Plant Protection 
and Quarantine: the Deputy Adminis¬ 
trator. Meat and Poultry Inspection. 
Field Operations: the Deputy Adminis¬ 
trator, Meat and Poultry Inspection, 
Scientific and Technical Sendees: the 
Deputy Administrator. Veterinary Serv¬ 
ices; the Deputy Administrator. Admin¬ 
istrative Management: and the officers 
they designate—with prior specific ap¬ 
proval of the Administrator—to act for 
them, are hereby delegated the author¬ 
ity. severally, to perform all the duties 
and to exercise all the functions and 
power* .which are now. or which may 
hereafter be. vested in the Administra¬ 
tor (Including the power of redelegation 
except when prohibited) except such au¬ 
thority as is resened to the Administra¬ 
tor. Each Deputy Administrator shall be 
primarily responsible for the programs 
and activities of the Animal and Plant 
Health Inspection Sendee herein or 
hereafter assigned to him. 

Sec. 15. Assistant Administrator. The 
Assistant Administrator who directs the 
Operations Review Staff, is hereby del¬ 
egated authority. In connection with the 
respective functions herein assigned to 
him. to perform all the duties and to 
exercise all the functions and powers 
which are now, or which may hereafter 
be. vested in the Administrator (includ¬ 
ing the power of redelegation except 
when prohibited) except such authority 
as is reserved to the Administrator. 

Sec. 1C. Director, Planning and Eval¬ 
uation Staff. The Director of the Plan¬ 
ning and Evaluation Staff is hereby del¬ 
egated authority, in connection with the 
respective functions herein assigned to 
him, to perform all the duties and to 
exercise all the functions and powers 
which are now. or which may hereafter 
be. vested in the Administrator (Includ¬ 
ing the power of redelegation except 
when prohibited) except such authority 
as is reserved to the Administrator. 

Sec. 17. Director, Information Divi¬ 
sion. The Director of the Information 
Division is hereby delegated authority, 
in connection with the respective func¬ 
tions herein assigned to him, to perform 
ali the duties and to exercise ail the 
functions and powers which are now. or 
which may hereafter be, vested in the 
Administrator (including the power of 
redelegation except when prohibited) 
except such authority as is reserved to 
the Administrator. 

Sec. 18. Plant Protection and Quaran¬ 
tine, Meat and Poultry Inspection, Field 


Operations. Meat and Poultry Inspec¬ 
tion. Scientific and Technical Services, 
Veterinary Services, Administrative 
Management. The Directors of Program 
Development and Application, Profes¬ 
sional Development Staff. Compliance 
Staff, Program Training. Foreign Pro¬ 
grams Staff. Scientific Services Staffs. 
Technical Services Staffs. Statistical 
Sendees Staff, Programs Development 
and Application. Professional Develop¬ 
ment Staff. Emergency Program Staffs, 
Veterinary Sendees Programs are hereby 
delegated authority, in connection with 
the respective functions herein assigned 
to each of them, to perform all the duties 
and to exercise the functions and pow¬ 
ers which arc now, or which may here¬ 
after be vested in the Administrator ex¬ 
cept the authorities reserved to the Ad¬ 
ministrator and Deputy Administrator*. 
The Directors of Budget and Finance. 
Administrative Services, Personnel, and 
Management Improvement Divisions are 
hereby delegated authority in connection 
with the respective functions herein as¬ 
signed to them, to perform all the duties 
and to exercise all the powers which are 
now. or which may be. vested in the Ad¬ 
ministrator except such authority as is 
reserved to the Administrator and Dep¬ 
uty Administrators. 

Sec. 19. Concurrent Authority and Re¬ 
sponsibility to the Administrator. No 
delegation or authorization prescribed 
herein shall preclude the Administrator, 
or each Deputy Administrator, from 
exercising any of the power* or func¬ 
tions or from performing any of the 
duties conferred upon them herein, and 
any such delegation or authorization is 
subject at all times to withdrawal or 
amendment by the Administrator, and 
in their respective fields, by each Deputy 
Administrator. The Officers to whom au¬ 
thority is delegated herein shall (a) 
maintain close working relationships 
with the officer* to whom they report, 
(b) keep them advised with respect to 
major problems and developments, and 
(C) discuss with them proposed actions 
involving major policy questions or other 
important considerations or questions 
including matters involving relation¬ 
ships with other Federal agencies, other 
agencies of the Department, Other Divi¬ 
sions and Staffs or offices of the Agency 
or other Governmental or private orga¬ 
nizations or groups. 

Sec. 20. Prior Authorizations and 
Delegations. Ail prior delegations and 
redelegatlons of authority relating to any 
functions, program, or activity covered 
by the Statement of Organization. Func¬ 
tions, and Delegations of Authority, shall 
remain In effect except as they are in¬ 
consistent herewith or are hereafter 
amended or revoked. Nothing herein 
shall affect the validity of any action 
heretofore taken under prior delegations 
or redelegatlons of authority or assign¬ 
ments of functions. 

Reservation or Authority 

Sec. 21. Reservation of Authority . 
There is hereby resened to the Adminis¬ 
trator. or to the individual designated 
to act In his stead, the following: 


(a) The initiation, change, or discon¬ 
tinuance of major program activities. 

(b) The issuance of regulations pur¬ 
suant to law, except as provided in Sec¬ 
tion 4 (c) and (f). 

<c) The transfer of functions between 
Deputy Administrators. 

(d) The transfer of funds between 
Deputy Administrators. 

(e) The transfer of funds between 
work projects within each Deputy Ad¬ 
ministrator's area, except those not ex¬ 
ceeding five percent of base funds or 
$50,000 in either work project, which¬ 
ever Is less. 

(f) The approval of any change in the 
formal organization including a section, 
its equivalent, or higher level. 

(g) The making of recommendations 
to the Department concerning establish¬ 
ment, consolidation, change in location, 
or abolishment of (1) regional, state, 
area, and other field headquarters of¬ 
fices, and (2> any region or other pro¬ 
gram area that involves two or more 
States, or that crosses State lines, ex¬ 
cept Plant Protection and Quarantine 
districts and Meat and Poultry Inspec¬ 
tion circuits which are under the au¬ 
thority of the respective Deputy Admin¬ 
istrators. 

<h) Authority to establish, consoli¬ 
date, or change a location, or abolish any 
field office or change program area 
boundaries not included in eg) above. 

(i) Approval of ail appointments, pro¬ 
motions, and reassignments in OS-14 
and above. 

(J> Authorization for foreign travel, 
and approval of attendance at inter¬ 
national and foreign meetings including 
those held in the United 8tate*. 

(k) Approval of all appointments, pro¬ 
motion, and reassignments of employees 
to foreign countries. 

(l) Approval of budget estimates. 

( m) Authority to issue subpoenas re¬ 
lating to the efficient administration and 
enforcement of the Federal Meat Inspec¬ 
tion Act. as amended, and Poultry Prod¬ 
ucts Inspection Act, as amended, pur¬ 
suant to 15 U.S.C. 49 as authorized by 21 
UB.C. 677 and 21 UB.C. 467d. 

Availability or Intoxication and 
Records 

Sec. 22. Availability of Information 
and Records. Any person desiring in¬ 
formation or to make submittals or re¬ 
quests with respect to the programs and 
functions of the Agency should address 
his request to the appropriate Deputy 
Administrator. Animal and Plant Health 
Inspection Service, UB. Department of 
Agriculture. Washington. D.C. 20250. 
The availability of information and 
records of the Agency and its offices is 
governed by the rules and regulations as 
published in the Code of Federal Regula¬ 
tions, Title 7. Chapter in, Part 370. 

Issued at Washington. D.C., this 13th 
day of July, 1973. 

F. J. Mulhern. 

Administrator, Animat and Plant 
Health Inspection Service . 
|FR Doc.73-14650 FUikJ 7-17-73:8:45 Am) 
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NOTICES 


DEPARTMENT OF COMMERCE 

Domestic and International Business 
Administration 

MAYO FOUNDATION 

Notice of Decision on Application for 

Duty-Free Entry of Scientific Article 

The following is a decision on an ap¬ 
plication for duty-free entry of a sci¬ 
entific article pursuant to section 6(c) 
of the Educational. Scientific, and Cul¬ 
tural Materials Importation Act of 1966 
(Public Law 89-651. 80 Stat. 897) and 
the regulations issued thereunder as 
amended (37 FR 3892 ct seq.). 

A copy of the record pertaining to this 
decision is available for public review 
during ordinary business hours of the 
Department of Commerce, at the Office 
of Import Programs, Department of 
Commerce. Washington, D.C. 20230. 

DOCKET NUMBER: 73-00470-01- 
06200. APPLICANT: Mayo Foundation. 
200 First Street Southwest. Rochester. 
Minn. 55901. ARTICLE: Vickers multi¬ 
channel 300 automated analysis system. 
MANUFACTURER: Vickers Ltd., Medi¬ 
cal Engineering of Basingstoke. United 
Kingdom. INTENDED USE OF ARTI¬ 
CLE: The article is intended to he used 
in a diagnostic clinical chemistry labo¬ 
ratory to perform quantitative analysis 
of plasma for chemical constituents, 
alteration of which are Indicative of 
disease processes. In addition to the 
clinical use. the article will be used to 
support ongoing research and education 
programs at the Institution. COM¬ 
MENTS: No comments have been re¬ 
ceived with respect to this application. 
DECISION: Application approved. No 
Instrument or apparatus of equivalent 
scientific value to the foreign article, for 
such purposes os this article Is intended 
to be used. 1s being manufactured in the 
United States. REASONS: The appli¬ 
cant's use in various clinical research 
projects such as correlations of bio¬ 
medical data with studies of cancer and 
metabolic diseases requires high-speed 
automated blood chemical analysis sys¬ 
tem of very large capacity. The foreign 
article is capable of analyzing 300 sam¬ 
ples per hour. The Department of Health, 
Education, and Welfare (HEW) advised 
in memorandum dated June 22, 1973 
that the capability described above is 
pertinent to the purposes for which the 
article is Intended to be used. HEW also 
advised that domestic analyzers do not 
match the pertinent specifications of the 
article. 

The Department of Commerce knows 
of no other instrument or apparatus of 
equivalent scientific value to the foreign 
article, for such purposes as this article 
is intended to be used, which is being 
manufactured in the United 8tatcs. 

A. H. Stuaxt, 
Director. Special Import 

Programs Division . 

[FR Doc.73-14682 Filed 7-17-73.8:45 ami 


MAYO FOUNDATION ET AL. 

Notice of Consolidated Decision on Ap¬ 
plications for Duty-Free Entry of Ultra- 

microtomes 

The following is a consolidated deci¬ 
sion on applications for duty-free entry 
of ultramicro tomes pursuant to section 
6(c) of the Educational, Scientific, and 
Cultural Materials Importation Act of 
1966 (Public Law 89-651, 80 Stat. 897) 
and the regulations Issued thereunder as 
amended (37 FR 3892 et seq). (See es¬ 
pecially i 701.11(e).) 

A copy of the record pertaining to 
each of the applications in this consoli¬ 
dated decision is available for public re¬ 
view during ordinary business hours of 
the Department of Commerce, at the Spe¬ 
cial Import Programs Division. Office of 
Import Programs, Department of Com¬ 
merce. Washington, D.C. 20230. 

Docket Number: 78-00480-33-46500. 
Applicant: Mayo Foundation. Mayo Med¬ 
ical School, and Mayo Graduate School of 
Medicine. 200 First Street 6W., Roches¬ 
ter. Minn. 55901. Article: Ultramicro¬ 
tome. model LKB 8800A. Manufacturer: 
lkb Produkter AB, Sweden. Intended 
use of article: The article is intended to 
be used for studies of muscle biopsy spe¬ 
cimens from human and experimental 
muscle diseases to reveal the ultras true- 
tural basis of the diseases that are being 
studied. In addition, the article will be 
used In training of independent investi¬ 
gators enrolled in the Mayo Graduate 
School of Medicine in research in muscle 
diseases. Application received by Com¬ 
missioner of Customs: April 1973. Advice 
submitted by Department of Health, 
Education, and Welfare on: June 22, 
1973. 

Docket Number: 73-00482-33-46500. 
Applicant: University of Alabama Medi¬ 
cal School. University Station. Birming¬ 
ham. Ala. 35294. ARTICLE: Ultraml- 
crotome. Model LKB 8800A. Manufac¬ 
turer: lkb Produkter AB, Sweden. 
Intended use of article: The article is 
intended to be used in experiments con¬ 
cerned with calcification and resulting 
hardening of the arteries, as well as 
other related pathological conditions. 
The materials to be examined will be 
primarily the aorta and connective tissue 
proteins obtained from the aorta. Appli¬ 
cation received by Commissioner of 
Customs: April 20, 1973. Advice Sub¬ 
mitted by Department of Health, Educa¬ 
tion, and Welfare on: June 22, 1973. 

Docket Number: 73-00483-33-46500. 
Applicant: University of Minnesota, 
Purchasing Department, 2610 University 
Avenue, St. Paul, Minn. 55114. ARTI¬ 
CLE: Ultramicrotome, model LKB 8800A. 
Manufacturer: LKB Produkter AB, 
Sweden. Intended use of artlde: The 
article is intended to be used for studies 
of biological, mainly human tissue but 
also mammalian tissues derived from 
experimental animals. The investiga¬ 
tions to be conducted include the study 
of (a) gingival Inflammation, (b) im¬ 
munological responses In the periodontal 


tissues to various bacteria and (c) denial 
plaque formation. Application received 
by Commissioner of Customs: April 20, 
1973. Advice Submitted by Department 
of Health. Education, and Welfare on; 
June 22. 1973. 

Docket Number: 73-00487-33-46500. 
Applicant: Veterans Administration 
Hospital, 13000 North 30th Street. 
Tampa. Fla. 33612. Article: LKB 8800A 
Ultrotome III Ultramicrotome. Manu¬ 
facturer: LKB Produkter AB. 8wcden. 
Intended use of article: The article is 
intended to be used In experiments which 
include experiments on the normal, 
physiological behavior of cells and tis¬ 
sues In regard to the transport and In¬ 
gestion of macromolecules. In addition, 
variations in the behavior of cells and 
tissues under experimental pathological 
conditions will be studied. Application 
Received by Commissioner of Customs: 
April 24. 1973. Advice Submitted by De¬ 
partment of Health. Education, and 
Welfare on: June 22. 1973. 

Comments: No comments have been 
received with respect to any of the fore¬ 
going applications. 

Decision: Applications approved. No 
Instrument or apparatus of equivalent 
scientific value to the foreign articles 
for such purposes as these articles are 
intended to be used, is being manufac¬ 
tured in the United States. 

Reasons: Each of the foreign articles 
provides a range of cutting speeds from 
0.1 to 20 millimeters per second. The 
most closely comparable domestic instru¬ 
ment is the Model MT-2B ultramicro¬ 
tome which is manufactured by Ivan 
Sorvall. Inc. (Sorvall). The Model 
MT-2B has a range of cutting speed* 
from 0.09 to 3.2 millimeters per second 
The conditions for obtaining high- 
quality sections that are uniform in 
thickness, depend to a large extent on 
the hardness, consistency, toughness and 
other properties of the specimen ma¬ 
terials. the properties of the embedding: 
materials, and geometry of the block. In 
connection with a prior application 
(Docket Number 69-00665-33-46500'. 
which relates to the duty-free entry of 
an article that is identical to those to 
which the foregoing applications relate, 
the Department of Health. Education, 
and Welfare (HEW) advised that 
“Smooth cuts arc obtained when the 
speed of cutting, (among such [other] 
factors as knife edge condition and 
angle), is adjusted to the characteristics 
of the material being sectioned. The 
rang© of cutting speeds and a capability 
for the higher cutting speeds is, there¬ 
fore, a pertinent characteristic of the 
ultramicrotome to be used for section¬ 
ing materials that experience has shown 
difficult to section." In connection with 
another prior application (Docket No. 
70-00077-33-46500) which also relates 
to an article that is id entical to those 
described above, HEW advised that 
“ultrathin sectioning of a variety of 
tissues having a wide range in density, 
hardness etc." requires a maximum range 
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in cutting speed and. further, that the 
production of ultra thin serial sections 
o i specimens that have a great vari¬ 
ation in physical properties is very diffi¬ 
cult,** Accordingly. HEW advises in its 
respectively cited memoranda, that cut¬ 
ting speeds in excess of 4 millimeters per 
second ore pertinent to the satisfactory 
sectioning of the specimen materials and 
the relevant embedding materials that 
will be used by the applicants in their 
respective experiments. 

For these reasons, we find that the 
Sorvall Model MT-2B ultramicrotome is 
not of equivalent scientific value to the 
foreign articles to which the foregoing 
applications relate, for such purposes as 
these articles are Intended to be used. 
The Department of Commerce knows 
of no other Instrument or apparatus of 
equivalent scientific value to any of the 
foreign articles to which the foregoing 
applications relate, for such purposes as 
these articles are intended to be used, 
which Is being manufactured in the 
United States. 

A. H. Stuart. 

Director. Special Import 

Program* Division . 
[PR Doc.73-14635 Piled 7-17-73:8:45 am) 


OHIO STATE UNIVERSITY. ET AL, 

Notice of Applications for Duty'Free Entry 
of Scientific Articles 

The following are notices of the re¬ 
ceipt of applications for duty-free entry 
of scientific articles pursuant to section 
6(c) of the Educational. Scientific, and 
Cultural Materials Importation Act of 
1966 (Public Law 89-651; 80 Stat. 897). 
Interested persons may present their 
views with respect to the question of 
whether an Instrument or apparatus of 
equivalent scientific value for the pur¬ 
poses for which the article is Intended to 
be used is being manufactured in the 
Urated States. Such comments must be 
hied in triplicate with the Director. Spe¬ 
cial Import Programs Division. Office of 
Import Programs. Washington, D.C. 
20230, on or before August 7, 1973. 

Amended regulations issued under 
cited Act. as published in the Febru¬ 
ary 24. 1972 issue of the Federal Regis¬ 
ter, prescribe the requirements applica¬ 
ble to comments. 

A copy of each application is on file, 
and may be examined during ordinary 
Commerce Department business hours at 
-be Special Import Programs Division. 
Department of Commerce. Washington. 
D C. 20230. 

Docket Number: 73-00589-98-20700. 
Applicant: The Ohio State University, 
190 North Oval Drive. Columbus. OH 
43210. Article: 14 PEM02 Lead Glass 
Blocks. Manufacturer: Ohara Glass. 
Japan. Intended use of article: The arti¬ 
cle Is intended to be used as shower 
detectors to measure gamma rays from 
the reaction of interest in a high statis¬ 
tics study of W-Meson productions. Ap¬ 
plication received by Commissioner of 
Customs: June 22.1973. 


Docket Number: 73-00590-98-20700. 
Applicant: Michigan State University. 
Physics Department. East Lansing. 
Michigan 48823. Article : 14 PEMG2 Lead 
Glass Blocks. Manufacturer: Ohara 
Glass. Japan. Intended use of article: 
The articles are to be used in high energy 
experiments to measure the energy of 
gamma rays. Application received by 
Commissioner of Customs: June 22.1973. 

Docket Number: 73-00591-90-46500. 
Applicant: University of Wisconsin. 
Purchasing Department. 750 University 
Avenue, Madison, Wisconsin 53706. 
Article: Ultramicrotome, Model Ora U3. 
Manufacturer: C. Reichert Opttsche 
Wcrke AG, Austria. Intended use of arti¬ 
cle: The article is intended to be used 
to section a variety of materials Includ¬ 
ing insects, fungi, vascular plants, algae, 
viruses, symbionts, bacteria, nematodes 
and diseased plant and animal (insect) 
specimens. These materials will be ex¬ 
amined by the electron microscope in the 
following research areas: 

(1) UUnutructur* of boat-pathogen rela¬ 

tionships. 

(2) Characterization of the nature of virus 

induced inclusions. 

(8) Localization and studies on sites of virus 
synthesis, 

(4) Ultras true ture of receptor sites In In¬ 
sects. and 

(6) Ultrastructure of fungi, eg., micro- 
bodies, mitosis and meloais. 

In addition the article is to be used for 
the training of electron microscoplsts. 

Application received by Commissioner 
of Customs: June 22,1973. 

Docket Number: 73-00592-33-46040. 
Applicant: The University of Texas Med¬ 
ical School at Houston. 243 John H. 
Freeman Bldg., Texas Medical Center, 
Houston, Texas 77025. Article: Electron 
Microscope. Model JEM 100B. Manu¬ 
facturer: JEOL Ltd., Japan. Intended 
use of Article: The article is Intended 
to be used in experiments to be con¬ 
ducted which will Include: differentia¬ 
tion of forms of glomerulonephritis by 
ultramicroscopic means, the classifica¬ 
tion and categorization of white cell 
granules, the classification for prognostic 
purposes of soft tissue neoplasms, tissue 
changes (transformation) induced by 
normally non-pathogenic viruses, subtle 
changes induced in cell organelles and 
enzyme distribution in the process of 
aging. Intracellular localization of tagged 
antibody molecules and the fine detail of 
ribosome-membrane defects induced by 
lipid peroxidation and its prevention by 
biological antioxidants. Application re¬ 
ceived by Commissioner of Customs: 
June 22.1973. 

Docket Number: 73-00593-33-43780. 
Applicant: UNC-CH. Carolina Popula¬ 
tion Center, International Fertility Re¬ 
search Program, NCNB Plaza. 136 East 
Rosemary Street, Chapel Hill. North 
Carolina 27514. Article: 10.000 8prtng 
Coll IUD’s. 1,000 Combination Sound/ 
Dilators and 1 stainless steel mold. Man¬ 
ufacturer: Ekder Plastic Works. Hong 
Kong. Intended use of article: The ar¬ 
ticles are to be used In a study (!) to 


determine the most desirable IUD over 
a two-year period of time among per¬ 
sons without gynecologic abnormalities 
who have not previously used an Intra¬ 
uterine device and who are in one of the 
following categories: 

(a) Immediate pcwt-abortlon period, 

(b) Immediate poet-delivery period, 

(c) Not recently pregnant state (multi- 

gravida), or 

(d) Nulllgr*vlda, and 

(2) To profile the continuation rates 
and specific complications of each IUD. 
Application received by Commissioner 
of Customs: June 22. 1973. 

Docket Number: 73-00594-01-20800. 
Applicant: University of Hawaii, De¬ 
partment Of Biochemistry and Bio¬ 
physics. 1960 East West Road, Honolulu. 
Hawaii 96822. Article: Quartz Dewar. 
Manufacturer: Canamec Scientific 

Glassblowing Ltd.. Canada. Intended use 
of Article. The article is intended to be 
used for studies of fluorescence polariza¬ 
tion spectra of proteins and amino acids 
at low temperatures In the ultra-violet 
region to learn more of the conforma¬ 
tional flexibility of proteins, which will 
aid In understanding better the mech¬ 
anism of enzyme action. Application re¬ 
ceived by Commissioner of Customs: 
June 26,1973. 

Docket Number: 73-00595-65-46070. 
Applicant: University of Wisconsin, De¬ 
partment of Geology. Science Hall. Mad¬ 
ison. Wisconsin 53706. Article: Scanning 
Electron Microscope. Model JSM-50A. 
Manufacturer: JEOL Ltd.. Japan. The 
article is intended to be used in the 
study of clay minerals and other layer- 
lattice minerals (micas, chlorite) to de¬ 
termine on as fine a scale as possible 
the chemical and mineralogical homo¬ 
geneity of these materials and the rela¬ 
tionship of any variation to the pliysical 
form of crystallites. Another application 
of the article will be to study the rela¬ 
tionship between composition and crystal 
imperfections in thin films of materials 
such as aluminum or gold. The article 
will also be used in the course. Geology 
349. Electron Microprobe Analysis, to 
teach students and interested staff mem¬ 
bers how to use the electron probe to 
obtain elemental analysis data and how 
to handle the data collected to obtain 
quantitative results Application received 
by Commissioner of Customs: June 15, 
1973. 

Docket Number: 73-00597-01-10100. 
Applicant: The Johns Hopkins Univer¬ 
sity. Charles and 34 th Street, Baltimore. 
Maryland 21218. Article: Messanlagen 
Temperature-Jump Transient Spectro¬ 
photometer. Manufacturer: Messanlagcn 
Studlengesellschaft mbH . West Ger¬ 
many. Intended use of article: The ar¬ 
ticle is intended to be used to study the 
time course of the protein unfolding 
processes, and examine its implication to 
the conformational aspect of protein 
molecule. Fluorescence kinetic measure¬ 
ment will also be carried out in this 
study. The article will also be used for 
the instruction of rapid kinetic technique 
to graduate and medical students In the 
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course entitled “Physical Biochemistry.** 
Application received by Commissioner of 
Customs: June 27. 1973. 

A. H. STUART, 
Director , Special Import 
Programs Division, 

I TO Doc.73-14083 Piled 7-17-73:8:45 ami 


YALE UNIVERSITY ET AL 

Notice of Applications for Duty-Free Entry 
of Scientific Articles 

The following are notices of the receipt 
of applications for duty-free entry of 
scientific articles pursuant to section 6 
(c) of the Educational, Scientific, and 
Cultural Materials Importation Act of 
19436 (Public Law 89-651; 80 Stat, 897). 
Interested persons may present their 
views with respect to the question of 
whether an instrument or apparatus of 
equivalent scientific value for the pur¬ 
poses for which the article is intended to 
be used is being manufactured in the 
United States. Such comments must be 
filed in triplicate with the Director, Spe¬ 
cial Import Programs Division. Office of 
Import Programs, Washington, D.C. 
20230, on or before August 7, 1973. 

Amended regulations issued under 
cited Act, as published in the February 
24, 1972 issue of the Federal Register, 
prescribe the requirements applicable to 
comments. 

A copy of each application is on file, 
and may be examined during ordinary 
Commerce Department business hours at 
the Special Import Programs Division. 
Department of Commerce. Washington, 
D.C. 20230. 

Docket Number: 78-00577-33-46040. 
Applicant: Yale University. Purchasing 
Department. New Haven. Connecticut 
06520. Article: Electron Microscope, 
Model EM 301. Manufacturer: Philips 
Electronic Instruments. NVD., The Neth¬ 
erlands. Intended use of article: The ar¬ 
ticle is Intended to be used for studies of 
animal (including human) tissues, cells 
and subcellular components in the in¬ 
vestigation of the following phenomena: 

(1) structural aspects of capillary perme¬ 
ability in the heart, kidney, intestine and 
other organs: (2) changes introduced in 
the blood vessels by inflammation and 
degenerative vascular disease (artherio- 
sclerosis); (3) pathway followed across 
the vessels' wall by particulate or molecu¬ 
lar tracers. The article will also be used 
in part in advanced training in research 
at the postdoctoral fellow and research 
associate level. Application received by 
Commissioner of Customs: June 18. 1973. 

Docket Number: 73-00586-33-46040. 
Applicant: University of Delaware, New¬ 
ark. Delaware 19711. Article: (2) Two 
Electron Microscopes, Model EM 201 and 
(1) One Goniometer Stage. Manufac¬ 
turer: Philips Electronic Instruments, 
NVD. The Netherlands. Intended use of 
article: The articles are intended to be 
used in experiments consisting of basic 
biological studies Involving the prepara¬ 
tion of material for (a) thin-sectlon ex¬ 
amination of lower vertebrate tumors, 
and of infectious processes In reptillon 


cell lines at varying temperatures, (b) 
morphological analysis of host-virus in¬ 
teraction in a blue-green algal system, 
(c) studying properties of cellular mem¬ 
branes during active intake and egestion 
of materials, (d) determining the con¬ 
tent and purity of cell fractions, (e) 
training of students in use of high-reso¬ 
lution electron microscopy of biological 
materials. The articles will also be used 
in the course B-617, “Laboratory Tech¬ 
niques for Electron Microscopy. M Appli¬ 
cation received by Commissioner of 
Customs: June 19. 1973. 

Docket Number: 73-60587-33-46500. 
Applicant: Virginia Commonwealth 

University, Medical College of Virginia, 
Box 17, Room 530, MEB. Division of 
Neuropathology, Richmond, Virginia 
23298. Article: Ultramicrotome. Model 
LKB 8800A. Manufacturer: LKB Prod- 
ukter AB. Sweden. Intended use of ar¬ 
ticle: The article is intended to be used 
in ultrastructural research on both ani¬ 
mal and human (biological) material. 
Animal tissue is used in studies of ex¬ 
perimentally produced diseases of the 
nervous system and in studies of sub- 
cellular fractions of brain prepared for 
use in neurochemistry experiments. Ap¬ 
plication received by Commissioner of 
Customs: June 20. 1973. 

Docket Number: 73-00588-33-46500. 
Applicant: The University of Michigan. 
1335 E. Catherine Street. Ann Arbor. 
Michigan 48104. Article: Ultramicro¬ 
tome. Model Om U3. Manufacturer: C. 
Reichert Optische Werke AG., Austria. 
Intended use of article: The article 1s 
intended to be used to section areas of 
tissue which have been preselected from 
1 micron-thick sectlons-serial thin sec¬ 
tions of leukemic cells and other neo¬ 
plastic tissue of the preselected areas will 
be cut for viewing in the electron micro¬ 
scope. The work to be carried out will 
be part of research projects involving 
the ultrastructure of the organelles of 
human leukemic and other neoplastic 
cells. The article will also be used to cut 
serial thin sections of renal biopsies 
from patients in the hospital and to cut 
thin sections of other tissue biopsies 
from patients. The article will also be 
used in a course for advanced medical 
students, graduate students, residents 
and faculty in the Department of Pa¬ 
thology and other departments. Applica¬ 
tion received by Commissioner of Cus¬ 
toms: June 20, 1973. 

A. H. Stuart, 
Director. Special Import 

Programs Division. 

|FR Doc.?3~i4G84 FU©<1 7-17-73:8:45 nm\ 


UNIVERSITY OF IOWA AND DEPARTMENT 
DF HEALTH, EDUCATION. AND WELFARE 

Notice of Consolidated Decision on Ap- 
lications for Duty Free Entry of Image 
Analyzing Computers 

The following is a consolidated deci¬ 
sion on applications for duty-free entry 
of Image Analyzing Computers pursuant 
to section 6(c) of the Educational, Scien¬ 
tific. and Cultural Materials Importation 


Act of 1966 (Public Law 89-651, 80 Stat. 
897) and the regulations issued there¬ 
under as amended (37 FR 3892) et seq ). 
(See especially 8 701.11(e).) 

A copy of the record pertaining to each 
of the applications in this consolidated 
decision is available for public review 
during ordinary business hours of the 
Department of Commerce, at the Special 
Import Programs Division, Office of Im¬ 
port Programs, Department of Com¬ 
merce, Washington, D.C. 

Docket Number: 73-00465-33-14200. 
Applicant: Univenrtty of Iowa. College of 
Dentistry, Iowa City, Iowa 52242. Article: 
Image Analyzing Computer, Quantimot 
720. Manufacturer: Image Analysing 
Computers, Ltd.. United Kingdom In¬ 
tended use of article: The article Is in¬ 
tended to be used for quantitative image 
analysis in the following research 
projects: 

(1) Distribution and Dynamics of 
Blood Flow' In Gingiva, 

(2) Patterns of Organization of Skin 
and Mucosa. 

(3) Quantitative Microradiography of 
Enamel. Dentin and Bone, and 

(4) Quantitative Ultrastructural stud¬ 
ies. Application Received by Commis¬ 
sioner of Customs: April 9. 1973. Advice 
Submitted by Department of Health, 
Education, and Welfare on: June 22, 
1973. 

Docket Number: 73-00474-33-14200. 
Applicant: Department of Health, Edu¬ 
cation. and Welfare, 944 Chestnut Ridge 
Road. Morgantown. W. Va. 26505. Ar¬ 
ticle: Image analyzing computer system, 
quantimet 720. Manufacturer: Metals 
Research Ltd., United Kingdom. In¬ 
tended use of article: The article is in¬ 
tended to be used in the biological study 
of human lung specimens. This study in¬ 
cludes quantitative measurements of the 
lung (which includes alveolar diameter, 
circumference, area, appropriate meas¬ 
urements of the airways, quantitative 
measurements of emphysematic lung*) 
and compare these with similar measure¬ 
ments made on standard specimens. The 
article will also be used for the explicit 
training of graduate and postdoctoral 
students from the University of West 
Virginia in pulmonary pathology, how 
these measurements are related to the 
function of the human lung and how the 
change in these features is significant in 
the course of various diseases, Including 
coal workers; pneumoconiosis, asbestos 
emphysema, and others. Application re¬ 
ceived by Commissioner of Customs 
April 16. 1973. Advice submitted by De¬ 
partment of Health. Education, and Wel¬ 
fare on: June 22,1973. 

Comments: No comments have been 
received with respect to any of the fore¬ 
going applications. 

Decision: Applications approved. No 
instrument or apparatus of equivalent 
scientific value to the foreign articles, for 
such purposes as these articles are in¬ 
tended to be used, is being manufactured 
in the United States. 

Reasons: Each foreign article provides 
720 line resolution and discriminates bet¬ 
ter than 30 levels in the grey scale from 
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block to white. The Department of 
Health, Education, and Welfare <HEW> 
advised in its respectively cited mem¬ 
oranda that the characteristics described 
above are pertinent to the purposes for 
which each article is intended to be used. 
HEW further advises that domestic In- 
tmmenta do not match the pertinent 
specifications of the article. 

The Department of Commerce knows 
of no other instrument or apparatus of 
ey;ulvalait scientific value to any of the 
foreign articles to which the foregoing 
.^plications relate, for such purposes as 
these articles are intended to be used, 
which is being manufactured in the 
United States. 

A. H. Stuart, 
Director, Special Import 

Programs Division. 

[PR Doc 73-14681 Filed 7-17-73:8:46 am) 


GOVERNMENT-OWNED INVENTIONS 
National Technical Information Service 
Notice of Availability for Licensing 

The Inventions listed below are owned 
by the UJS. Government and are avail¬ 
able for licensing in accordance with the 
GSA Patent Licensing Regulations. 

Copies of Patent applications, either 
paper copy (PC) or microfiche (MF>, 
can be purchased from the National 
Technical Information Service (NTIS>, 
Springfield, Virginia 22151, at the prices 
cited. Requests for copies of patent ap¬ 
plications must include the PAT-APPL 
number and the title. Requests for li¬ 
censing information should be directed 
to the address cited with each copy of the 
patent application. 

Paper copies of patents cannot be pur¬ 
chased from NTTS but are available from 
the Commissioner of Patents. Washing¬ 
ton. D.C. 20231, at 10.50 each. Requests 
for licensing information should be di¬ 
rected to the address cited below for each 
agency. 

Douglas J. Camtion. 

Patent Program Coordinator . 
National Technical Informa¬ 
tion Service . 

UJ5 Atomic Enkkjy Commission 
Assistant General Counsel for Patents 
Washington, D.C. 20646 

PATENT-3 .878,612 
Telemooltortng System 
Filed 31 Oct 70. Patented 18 Jul 72 
Not available NTI8 
U S. Department or not Ijmauo* 

Branch of Patents 
18th and C Streets. N.W. 

Washington, DC. 20240 
PAT-APPL-360 444 

Determination of Sulfate Using Ferric lon- 
Selectlve Electrode 
Filed 12 Apr 73 
PCA3.00/MP81.45 
PAT-APPL-845 032 

Production of Methane from Refuse and 
Sewage Sludge 
Filed 29 Mar 73 
PC 43.00/MPI1 46 

I PR Doc.73-14610 Filed 7-17-73:8:46 am] 


DEPARTMENT OF HEALTH, EDUCA¬ 
TION, AND WELFARE 
Food and Drug Administration 

(Docket No. FDC-D-648; NDA 2-133, Etc ] 

BURROUGHS WELLCOME CO., ET AL 

New Drug Applications; Notice of 
Withdrawal of Approval 

The holders of the new-drug applica¬ 
tions listed herein have not submitted 
annual reports of experience with the 
drugs as required, have advised the Food 
and Drug Administration that marketing 
of the drugs involved has been discon¬ 
tinued. and have requested withdrawal 


July 30. 1973. 

Dated: July 10,1973. 

Mart A. McEniry, 
Assistant to the Director for 
Regulatory Affairs , Bureau of 
Drugs . 

[FR Doc.73-14689 Filed 7-17-73:8:45 ami 


jDESI 6902; Docket NO. FDC-D 597; 

NDA 12-410] 

ROCHE LABORATORIES 
Capsules Containing Nicotinyl Alcohol as 
the Tartrate and Trimethobenzamide 
Hydrochloride; Notice of Withdrawal of 
Approval of New Drug Application 

A notice was published in the Federal 
Register of March 5, 1973 (38 FR 5920) 
extending to Roche Laboratories, Divi¬ 
sion of HofTmann-La Roche. Inc., 340 
Kingsland Street. Nutley. N.J. 07110 and 
to any Interested person an opportunity 
for hearing on the proposal of the Com¬ 
missioner of Food and Drugs to issue an 
order under section 505(e) of the Federal 
Food, Drug, and Cosmetic Act withdraw¬ 
ing approval of NDA 12-410 for Tlgacol 
Capsules (nicotinyl alcohol as the tar¬ 
trate and trimethobenzamide hydrochlo¬ 
ride) . The basis of the proposed action 
was the lack of substantial evidence that 
the drug is effective for its labeled Indi¬ 
cations. 


of approval of the new drug applications, 
thereby waiving opportunity for a hear¬ 
ing. 

Therefore, pursuant to provisions of 
the Federal Food, Drug, and Cosmetic 
Act (sec. 505(e), 53 Stat. 1053 as 
amended; 21 UB.C. 355(e)), and under 
authority delegated to the Commissioner 
(21 CFR 2.120), approval of the follow¬ 
ing new-drug applications, and supple¬ 
ments thereto, is hereby withdrawn on 
the grounds that the applicants have 
failed to make reports under section 
505(J> of the Act <21 VS.C. 355(J)> and 
£ 130.13 or f 130.35 (e) and (f) of the 
new-drug regulations (21 CFR 130.31 
and 130.35). 


All identical, related, or similar prod¬ 
ucts, not the subject of an approved 
new drug application, are covered by the 
new drug application reviewed and are 
subject to this notice. See 21 CFR 130.- 
40 (37 FR 23185, October 21. 1972). Any 
person who wishes to determine whether 
a specific product is covered by this no¬ 
tice should write to the Food and Drug 
Administration. Bureau of Drugs, Office 
of Compliance <BD-300>. 5600 Fishers 
Lane. Rockville. MD 20852. 

Neither the holder of the application 
nor any other person filed a written ap¬ 
pearance of election within the 30 days 
provided by said notice. The failure to 
file such an appearance constitutes elec¬ 
tion by such persons not to avail them¬ 
selves of an opportunity for hearing. 

The Commissioner of Food and Drugs, 
pursuant to provisions of the Federal 
Food, Drug, and Cosmetic Act (sec, 505. 
52 Stat. 1053, as amended; 21 IL8.C. 
355) and the Administrative Procedure 
Act (5 U.S.C. 554), and under the au¬ 
thority delegated to him (21 CFR 2.120», 
finds that on the basis of new informa¬ 
tion before him with regard to the drug, 
evaluated together with the evidence 
available to him when the application 
was approved, there Is a lack of sub¬ 
stantial evidence that the drug will have 
the effect it purports or Is represented 
to have under the conditions of use pre¬ 
scribed, recommended, or suggested in 
the labeling thereof. 


NDA Number 


Drue Now# 


Applicant** Nam* and Addrea* 


2*138...- Ryrarnln-B Povda (thiamin* chloride, ribo¬ 

flavin, vitamin B-fl, and uit'oUnic arid) 

7 - Ifi'J-...—Dodecavtle Injection (Crystalline vitamin 8-12) 

*> 371).— .Cortof Injection, Intravenous (hydroeortlrooe) 

1D287. IViarrpin* *$" Tabled (reeerpto*. dextro- 

amDhetaniltic Fill dir) 

10*282. Ibwptn* Nyscap* (Timed DbdnUfraUoa 

Ouuta) 

10 314... C.S.A. Tabled dahrylamld*. aoptamlnn^irn, 

caffeine citrate) 

10-583 .. Kadlo-Cobalt (Co*) IutervtJU*] Needle*.. 

10- 68?—.Ketclmiamine Tabled...._ 

11- M0. Bolyai Tabled (< hth t a r e n ine Iodide)_.......... 

16-180 . Temp Tabled (dl pyrene) .. 

■16-171___ Key-Pyroue (dtpyrouc).. 


Bottom git* Wellcome Co. 3080 Cornwall!* Road 
Keaoarch Triangle Park, North Carolina 
CSV PharmareuUraJ Corporation 1 fkaxuUte 
Rood Tuckahoc, New York 10707 
The Upjohn Company Knlamawo, Mich lean 


CRV Pharmaceutical Corporation I taerxlal* 
Rood Tuckaho*. New York 10707 
CSV Phannacouttrnl Corporation 1 Scandal* 
Rood Tockahue, New York 10707 
International Playtex Corporation SNI Seventh 
Avenue New York, New York tout* 

Abbott Laboratories North Chirico, Illliwib 
MM 

USV P harma ce u tical Corporntioo I Scandal* 
Road Tunkahoa, New York 10707 
The Lilly Reeeornh Labnrntorte* F.M Lltly and 
Company Indian us mil*. Indiana tflJUfl 
Bell Phormaral Corporation Box lWJb UreenTlU*, 
Menlh Carolina 2900} 

Bell Pharmooft! Corporation Bat 190§ GreenviOr. 
South Carolina MS 


This order shall become effective on 
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Therefore, pursuant to the foregoing 
finding, approval of new drug applica¬ 
tion No. 12-410 and all amendments and 
supplements thereto is withdrawn effec¬ 
tive on July 30,1973. 

Shipment in interstate commerce of 
the above-listed drug product or of any 
Identical, related, or similar product, not 
the subject of an approved new drug 
application, will be henceforyi unlawful. 

Dated: July 11,1973. 

Sam D. Fine. 

Associate Commissioner 
for Compliance, 

\VH Doc 73-14005 Piled 7-17-73:8:45 mm] 


National Institutes of Health 

BLADDER-PROSTATE CANCER ADVISORY 
COMMITTEE 

Notice of Meeting 

Pursuant to Public Law 92-463, notice 
Is hereby given of the meeting of the 
Bladder-Prostate Cancer Advisory Com¬ 
mittee. National Cancer Institute, 
July 24, 1973. 9:00 a.m. to 1:00 p.m.. 
Conference Room, Massachusetts Gen¬ 
eral Hospital, Boston, Massachusetts. 
This meeting will be closed to the public 
to review individual grant applications 
in accordance with the provisions set 
forth in section 552(b) 4 of Title 5. UB.C., 
and 10(d) of P.L. 92-463. 

Mr. Prank Karel, Associate Director 
for Public Affairs, NCI, Building 31, Room 
10A31, National Institutes of Health, 
Bethesda, Maryland 20014 <301/496- 

1911) will furnish summaries of the 
closed meeting and roster of committee 
members. 

Dr. Thomas J. King, Executive Secre¬ 
tary. Westarood Building. Room 853, 
National Institutes of Health. Bethesda. 
Maryland 20014 (301/496-7194) will pro¬ 
vide substantive program information. 

Dated': July 7.1973. 

John P. Sherman, 
Deputy Director. 

National Institutes of Health. 

(Catalog of Federal Domestic Assistance 
Program No. 13.391, National Institutes of 
Health.) 

JFR Doc.73-14618 FUed 7-17-73:8:45 am) 


BIOASSAY SEGMENT ADVISORY GROUP 
Notice of Meeting 

Pursuant to Public Law 92-463, notice 
is hereby given of the meeting of the 
Bioassay Segment Advisory Group, Na¬ 
tional Cancer Institute, July 19. 1973, 
1:00 p.m. to 5 p.m. and July 20, 1973. 
from 9:00 a.m. to 4:30 p.m., National In¬ 
stitutes of Health, Landow Building, 
Conference Room 418C. This meeting 
will be open to the public from 1:30 p.m. 
to 4:30 p.m. on July 20, 1973, to discuss 
the Bioassay Program within the context 
of the Carcinogenesis Area, experimental 
design for proper bioassay, and the con¬ 
cept of a Bloassay Prime Contract, and 
closed to the public from 1:00 p.m. to 
6:00 p.m. on July 19. 1973 and from 


9 a.m. to 12:30 p.m. on July 20. 1973, 
for the review of three contracts in the 
fields of chemical and physical agents, 
in accordance with the provisions set 
forth in section 552(b) 4 of Title 5 
United States Code and section 10(d) of 
P.L. 92-463. Attendance by the public will 
be limited to space available. 

Mr. Frank Karel, Associate Director 
for Public Affairs. NCI. Building 31, 
Room 10A31, National Institutes of 
Health. Bethesda. Maryland 20014 (301/ 
496-1911) will furnish summaries of the 
open/closed meeting and roster of com¬ 
mittee members. 

Dr. James M. Son tap. Executive Secre¬ 
tary, Landow Building, Room B-304. Na¬ 
tional Institutes of Health, Bethesda, 
Maryland 20014 (301/496-5472) will pro¬ 
vide substantive program information. 

Dated: July 7,1973. 

John P. Sherman, 
Deputy Director, 
National Institutes of Health. 

(PR Doc.73-14619 FUed 7-17-73:8:45 ami 


DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 
Federal Disaster Assistance Administration 
(Docket No. NFD-108) 

NEW HAMPSHIRE 

Notice of Major Disaster and Related 
Determinations 

Pursuant to the authority vested in 
the Secretary of Housing and Urban De¬ 
velopment by the President under Exec¬ 
utive Order 11725 of June 27. 1973; and 
delegated to me by the Secretary under 
Department of Housing and Urban De¬ 
velopment Delegation of Authority. 
Docket No. D-73-238; and by virtue of 
the Act of December 31. 1970. entitled 
“Disaster Relief Act of 1970” (84 Stat. 
1744). as amended by Public Law 92-209 
(85 Stat. 742); notice Is hereby given 
that on July 11, 1973, the President de¬ 
clared a major disaster as follows: 

I have determined that the damage in cer¬ 
tain areas of the State of New Hampshire 
from severe storms and flooding, beginning 
about Juno 26. 1973, U of sufficient severity 
and magnitude to warrant a major disaster 
declaration under Public Law 91-606.1 there¬ 
fore declare that such a major disaster exists 
in the State of New Hampshire. You are to 
determine the specific areas within the 8tate 
eligible for Federal assistance under this 
declaration. 

Notice is hereby given that pursuant to 
the authority vested in the Secretary of 
Housing and Urban Development under 
Executive Order 11725, and delegated to 
me by the Secretary under Department 
of Housing and Urban Development 
Delegation of Authority. Docket No. 
D-73-238. to administer the Disaster 
Relief Act of 1970 (Public Law 91-606, 
as amended), I hereby appoint Mr. John 
P. Sullivan. HUD Region 1. to act as 
the Federal Coordinating Officer to per¬ 
form the duties specified by Section 201 
of that Act for this disaster. 

I do hereby determine the following 
areas in the State of New Hampshire to 


have been adversely affected by this de¬ 
clared major disaster: 

Th© Counties of: 

Belknap Hillsborough 

Carroll Merrimack 

Cheshire Rockingham 

Coos Strafford 

Orafton Sullivan 

Dated: July 11.1973. 

Thomas P. Dunne. 
Administrator, Federal Disaster 
Assistance Administration. 

(Catalog of Federal Domestic Assistance Pro¬ 
gram No. 50.002. Disaster Assistance) 

|PR Doc.73-14687 FUed 7-17-73:8:45 am| 

ATOMIC ENERGY COMMISSION 

ADVISORY COMMITTEE ON REACTOR 
SAFEGUARDS SUBCOMMITTEE ON LOR 

Notice of Meeting 

July 16. 1973 

The Federal Register notice published 
at 38 FR 18480 (July 11, 1973), an¬ 
nouncing the July 25. 1973 meeting of 
the Advisory Committee on Reactor 
Safeguards' Subcommittee on LOFT, is 
revised to change the location of the 
meeting from the Basement Conference 
Room of the AEC Idaho Operations Of¬ 
fice at Holmes Avenue and Second 
Street in Idaho Falls to the Conference 
Room of the Pondcrosa Inn at 888 North 
Holmes in Idaho Falls. There are no 
other changes to the July 11,1973 Notice 
of Meeting. 

John C. Ryan, 
Acting Advisory Committee 
Management Officer. 

(FR Doc.73-14886 FUed 7-17-73:8:45 smj 


(Docket No. 50-261] 

CAROLINA POWER & LIGHT CO. 

Opportunity for Hearing 

The Carolina Power and Light Com¬ 
pany (the licensee) is the holder of 
Operating License No. DPRr-23 (the op¬ 
erating license), issued by the Atomic 
Energy Commission on July 31. 1970. 
The operating license authorizes the li¬ 
censee to possess, use, and operate a 
pressurized water nuclear reactor, des¬ 
ignated as the H. B. Robinson Unit No. 
2, at steady-state power levels up to a 
maximum of 2200 megawatts (thermal' 
at the licensee's site in Darlington 
County. 8outh Carolina, in accordant? 
with technical specifications appended 
thereto. 

The facility is subject to the provision 
of section B of Appendix D to 10 CFK 
Part 50. which sets forth procedures ap¬ 
plicable to review of environmental con¬ 
siderations for production and utiliza¬ 
tion facilities for which construction 
permits or operating licenses were issued 
in the period January 1, 1970 -Septem- 
ber 9. 1971. Notice is hereby given, pur¬ 
suant to the Commission's rules of prac¬ 
tice, In 10 CFR Part 2. and Appendix V 
of 10 CFR Part 50, “Implementation of 
the National Environmental Policy Act 
of 1969,“ that the Commission is pro¬ 
viding an opportunity for hearing with 
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respect to whether, considering those 
matters covered by Appendix D to 10 
CFR Part 50, the existing full-term fa¬ 
cility operating license should be con¬ 
tinued. modified, terminated or appro¬ 
priately conditioned to protect environ¬ 
mental values. Requests for a hearing 
and petitions for leave to intervene shall 
be filed in accordance with the Commis¬ 
sion’s rules of practice in 10 CFR Part 2. 
If a request for a hearing or petition for 
leave to intervene is filed within the time 
prescribed in this notice, the Commis¬ 
sion or an Atomic Safety and Licensing 
Board designated by the Commission or 
by the Chairman of the Atomic Safety 
and Licensing Board Panel will rule on 
the request and/or petition and the Sec¬ 
retary of the Commission or the desig¬ 
nated Atomic Safety and Licensing 
Board will issue a notice of hearing or 
an appropriate order. 

A petition for leave to intervene must 
be filed under oath or affirmation in ac¬ 
cordance with the provi sions of 10 CFR 
2.714. As required by 10 CFR 2.714. a pe¬ 
tition for leave to intervene shall set 
forth the interest of the petitioner in the 
proceeding, how that interest may be 
affected by the results of the proceeding, 
and any other contentions of the peti¬ 
tioner including the facts and reasons 
why he should be permitted to intervene, 
with particular reference to the following 
factors: (1) the nature of the petitioner’s 
right under the Atomic Energy Act of 
1954, as amended <”the Act”), to be 
made a party to the proceeding: <2) the 
nature and extent of the petitioner’s 
property, financial, or other Interest in 
the proceeding: and (3) the possible ef¬ 
fect of any order which may be entered 
In the proceeding on the petitioner’s in¬ 
terest. Any such petition shall be accom¬ 
panied by a supporting affidavit identify¬ 
ing the specific aspect or aspects of the 
subject matter of the proceeding as to 
which the petitioner wishes to intervene 
and setting forth with particularity both 
the facts pertaining to his interest and 
the basis for his contentions with regard 
to each aspect on which he desires to in¬ 
tervene. A petition that sets forth conten¬ 
tions relating only to matters outside the 
jurisdiction of the Commission will be 
denied, 

A request for a hearing or a petition 
for leave to Intervene must be filed either 
by mail with the Office of the Secretary 
of the Commission. United States Atomic 
Energy Commission. Washington, D.C. 
20545. Attention: Chief. Public Proceed¬ 
ings Staff, or by delivery to the Com¬ 
mission’s Public Document Room, 1717 
H Street. N.W.. Washington, D.C.. not 
later than August 17. 1973. A petition for 
leave to intervene which is not timely 
will not be granted unless the Commis¬ 
sion, the presiding officer, or the Atomic 
Safety and Licensing Board designated 
to rule on the petition or request deter¬ 
mines that the petitioner has made a 
substantial showing of good cause for 
failure to file on time and after the con¬ 
sideration of those factors specified In 
10 CFR 2.714(a). 

For further details with respect to 
the matters under consideration, see (1) 


the licensee’s Environmental Report 
dated November 5, 1971, and (2) the 
Commission’s draft environmental state¬ 
ment on environmental considerations 
pursuant to 10 CFR Part 50, Appendix 
D. dated April 1973, both of which are 
available for public inspection at the 
Commission’s Public Document Room. 
1717 H Street NW., Washington, D.C., 
and at the Hartsville Memorial Library. 
Home and Fifth Avenues, Hartsville. 
South Carolina 29550. 

The Commission’s final detailed state¬ 
ment on environmental considerations 
will also be available at the above loca¬ 
tions upon issuance. A copy of this item 
may be obtained when available by re¬ 
quest to the U.8. Atomic Energy* Com¬ 
mission, Washington. D.C. 20545, Atten¬ 
tion: Director of Licensing. 

Dated at Bethesda, Mary land, this flth 
day of July 1973. 

For the Atomic Energy Commission. 

A. Burger, 

Acting Chief, Operating Re¬ 
actors Branch No, 1, Direc¬ 
torate of Licensing. 

|FR Doc 73-14302 Piled 7-17-73:8:45 am) 


(Docket No. 80-2131 

CONNECTICUT YANKEE ATOMIC POWER 
CO. 

Proposed Issuance of Full-Term Facility 
Operating License and Opportunity for 
Hearing 

On July 13, 1971, a notice of proposed 
issuance of a full-term operating license 
was published by the Atomic Energy 
Commission <the Commission) In the 
Federal Register <36 FR 13051) In the 
captioned proceeding. That Notice pro¬ 
vided an opportunity to intervene with 
respect to the proposed action specified 
in the Notice to persons whose inter¬ 
ests may be affected by the proceeding. 
No request for a hearing by the applicant 
or petition for leave to intervene by any 
interested person was filed with the 
Commission pursuant to the notice. 

The proposed full-term facility op¬ 
erating license would authorize Connec¬ 
ticut Yankee Atomic Power Company 
<thc licensee) to possess, use and operate 
the Haddam Neck Plant (the facility), 
located in the town of Haddam. Middle¬ 
sex County, Connecticut, at its presently 
licensed steady state power levels up to 
1825 megawatts (thermal) in accordance 
with the provisions of the proposed fa¬ 
cility license and the Technical Speci¬ 
fications appended thereto. 

The proposed full-term operating 
license, which would bear the same 
number, would supersede the existing 
Provisional Operating License No. DPR- 
14. and be effective for a period of 40 
years from the date of Is suance of Con¬ 
struction Permit No. CPPR-14. 

The full-term license will not be Issued 
until the Commission has made the find¬ 
ings, reflecting its review of the applica¬ 
tion under the Atomic Energy Act of 
1954. as amended, which will be set forth 
in the proposed license, and has con¬ 


cluded that the issuance of the license 
will not be inimical to the common de¬ 
fense and security or to the health and 
safety of the public. The licensee has 
satisfied its obligation concerning in¬ 
demnification as required by section 170 
of the Act and 10 CFR Part 140 of the 
Commission’s regulations. Therefore, the 
license would only be issued upon the 
completion of the environmental review 
required by the Commission’s regulations 
in 10 CFR Part 50, Appendix D. The 
facility has been operated since June 30, 
1967, under Provisional Operating Li¬ 
cense No. DPR-14. 

Notice Is hereby given, pursuant to 10 
CFR Part 2, Rules of Pra ctice , and Re¬ 
vised Appendix D of 10 CFR Part 50, 
Implementation of the National Envi¬ 
ronmental Policy Act of 1969, that the 
Commission is providing an opportunity 
for a hearing with respect to whether, 
considering those matters covered by 
Appendix D to 10 CFR Part 50, the pro¬ 
posed full-term operating license should 
be Issued as proposed or appropriately 
conditioned to protect environmental 
values. 

On or before August 17. 1973 the li¬ 
censee may file a request for a hearing 
and any person whose interest may be 
affected by this proceeding may file a 
petition for leave to intervene with re¬ 
spect to the Issuance of a full-term fa¬ 
cility operating license. Requests for a 
hearing and petitions to intervene shall 
be filed In accordance with the Commis¬ 
sion's rules of practice in 10 CFR Part 2. 
If a request for a hearing or petition for 
leave to intervene is filed within the time 
prescribed in this notice, the Commission 
or an Atomic Safety and Licensing Board 
designated by the Commission or by the 
Chairman of the Atomic Safety and 
Licensing Board Panel will rule on the 
request and/or petition and the Secre¬ 
tary or the designated atomic safety and 
licensing board will issue a notice of 
hearing or an appropriate order. 

A petition for leave to intervene must 
be filed under oath or affirmation In 
accordance with the provisions of 10 CFR 
2,714. As required by 10 CFR 2.714, a 
petition for leave to Intervene shall set 
forth the Interest of the petitioner in the 
proceeding, how that interest may be 
affected by the results of the proceeding, 
and any other contentions of the peti¬ 
tioner Including the facts and reasons 
why he should be permitted to intervene, 
with particular reference to the following 
factors: (1) the nature of the petitioner’s 
right under the Act to be made a party 
to the proceeding; (2) the nature and 
extent of the petitioner’s property, finan¬ 
cial. or other interest in the proceeding; 
and <3) the possible effect of any order 
which may be entered in the proceeding 
on the petitioner's interest. Any such 
petition shall be accompanied by a sup¬ 
porting affidavit identifying the specific 
aspect of the subject matter of the pro¬ 
ceeding as to which the petitioner wishes 
to intervene and setting forth with par¬ 
ticularity both the facts pertaining to his 
interest and the basis for his contentions 
with regard to each aspect on which he 
desires to Intervene. A petition that sets 
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forth contentions relating only to mat¬ 
ters outside the Jurisdiction of the Com¬ 
mission will be denied. 

A request for a hearing or a petition for 
leave to intervene must be filed with the 
Office of the Secretary of the Commis¬ 
sion, United States Atomic Energy Com¬ 
mission Washington D.C. 20545. Atten¬ 
tion Chief. Public Proceeding Staff not 
later than August 13. 1073. Such requests 
or petitions may be delivered to the Com¬ 
mission’s Public Document Room. 1717 
H Street, N.W. Washington D C. A peti¬ 
tion for leave to intervene which Is not 
timely will not be granted unless the 
Commission, the presiding officer, or the 
Atomic Safety and Licensing Board 
designated to rule on the petition or re¬ 
quest determine that the petitioner has 
made a substantial showing of good cause 
for failure to Hie on time and after con¬ 
sideration of those factors specified in 10 
CFR 2.714(a). 

This notice supersedes the notice of 
proposed issuance published on July 13. 
1071. with respect to the matters which 
may be raised under Appendix D of 10 
CFR Part 50, but docs not provide an 
additional opportunity to any person to 
intervene on the basis of. or to raise 
matters encompassed within, the issues 
pertaining to radiological health and 
safety and the common defense and se¬ 
curity specified in the prior above- 
referenced notice of proposed issuance. 

For further details pertaining to the 
matter under consideration, see the li¬ 
censee's Environmental Report dated 
June 27. 1972, and the Commission's 
draft environmental statement on en¬ 
vironmental considerations pursuant to 
10 CFR Part 50. Appendix D, dated 
March 1973. both of which are available 
for public inspection at the Commission's 
Public Document Room. 1717 H 8treet, 
N.W., Washington. D.C.. and at the Rus¬ 
sell Library. 119 Broad Street, Middle- 
town. Connecticut 00487. When available, 
the Commission's final detailed state¬ 
ment on environmental considerations 
will also be available at the above 
locations. 

A copy of the final detailed statement 
on environmental considerations may be 
obtained when available by request to 
the Uj 3. Atomic Energy Commission. 
Washington, D.C.. 20545, Attention: Di¬ 
rector of Licensing. 

Dated at Bethesda, Maryland, this 6th 
day of July 1973. 

For the Atomic Energy Commission. 

A. Burge*. 

Acting Chief , Operating Reac¬ 
tors Branch it l. Directorate 
of Licensing. 

IFB Doc.73-14301 Filed 7-17-73;8:45 am J 


|Docket No. 50-383] 

LOUISIANA POWER AND LIGHT CO. 
Notice of Reconstitution of Board 

Dr. Gerard A. Rohllch was a member 
of the Atomic Safety and Licensing 
Board established to consider the above 
application. Dr. Rohllch Is unable to 


continue his service as a member of the 
Board. 

Accordingly. Dr. J. V. Leeds, Jr, who 
was the technically qualified alternate, 
Is appointed a member of this Board. Re¬ 
constitution of the Board In this manner 
is in accordance with $ 2.721 of the rules 
of practice, as amended. 

Dated at Washington, D.C, this 13th 
day of July 1973. 

Nathaniel IL Goodrich. 

Chairman, Atomic Safety 
and Licensing Board Panel 
|FR Doc.14686 Filed 7-17-73:8:46 am] 

CIVIL AERONAUTICS BOARD 

(Docket Nos. 35151,35206; Order 73-7-50) 

FRONTIER AIRLINES, INC. 

Order Denying Temporary Suspension and 
Setting Application for Hearing 

Adopted by the Civil Aeronautics 
Board at its office in Washington. D.C, 
on the 12th day of July 1973. 

Application of Frontier Airlines. Inc, 
for permission to suspend service at 
Moab. Utah, Docket 25151; application 
of Frontier Airlines, Inc, for the amend¬ 
ment of its certificate of public conven¬ 
ience and necessity for Route 37 so as to 
delete Moab. Utah therefrom, Docket 
25206. 

By applications filed on January 23. 
1973. <Docket 25151), and February 12. 
1973. (Docket 25206), Frontier Airlines, 
Inc, requests that its certificate of pub¬ 
lic convenience and necessity be 
amended so as to delete Moab. Utah, 
from Route 73. and. pending such dele¬ 
tion hearing, that it be permitted to 
suspend service at the community 
Involved. 

In support of its application. Frontier 
alleges, inter alia, that the subsidy paid 
it from 1968 to 1972 for serving marginal 
points fell far short of meeting its sub¬ 
sidy needs and resulted In an aggregate 
net loss to Frontier of $24 million for the 
period; that Moab has been a poor traf¬ 
fic-generating point, 1 resulting in a sub¬ 
sidy need per passenger at Moab of 
$38.89 or a figure 4.7 times greater than 
the average for Frontier's subsidy-eligi¬ 
ble services; that in the absence of serv¬ 
ice at its own airport, Moab would not 
be isolated since the airport at Grand 
Junction. Colorado can be reached in one 
hour and 48 minutes driving time; # and 
that Moab's airport requires substantial 
renovations (estimated by Frontier at 


1 6 59 passengers per day and an average 
of 2 61 passengers per departure over the past 
four years, 

•Frontier relies on the stag study of the 
Bureau of Operating Rights. Service to Small 
Communities (March 1972), which concluded 
that any community within 111 minutes 
driving time or Orand Junction eras not 
Isolated. That study further concluded, how¬ 
ever. that Moab Is a 3 hour and 5 minute 
drive from the Grand Junction airport—not 
the one hour, 48 minutes alleged by Frontier. 


$412,000) which would be unwarranted 
in light of the high subsidy need of serv¬ 
ing Moab and the alternate service at 
Grand Junction. 

Three answers in opposition were filed 
to Frontier's application, by Yvonne and 
Bill McIntosh of Dallas, Texas: the City 
of Cortes. Colorado; and the Utah Agen¬ 
cies <UtAh).‘ 

The McIntosh's stress the need for 
service to Moab and to three national 
parks in the area. Cortez contends that 
the grant of Frontier's requests would 
remove a vital transportation link for the 
population centers in isolated areas of 
the Colorado plateau and points to fore¬ 
casts for substantial growth In the area. 
Utah alleges that Frontier's own exhibits 
show’ that, after subsidy, the carrier pres¬ 
ently realizes an operating profit of 
$37,000 in service to Moab; points to 
Moab's Isolation from major communi¬ 
ties of interest: argues that suspension 
and deletion of Frontier's service at Moab 
should be ordered only after an investi¬ 
gation of "more viable and less drastic” 
solutions; contends that Frontier's air 
service at Moab has been permitted to 
deteriorate in recent years, resulting 
in the depressed passenger statistics 
brought forward by Frontier, which .sta¬ 
tistics should, therefore, not be taken 
into account by the Board; and states 
that it hopes to present a petition to the 
Board for the institution of an investiga¬ 
tion to determine the adequacy of serv ice 
to the small communities of the West. 
Frontier filed a reply to Utah's answer. 

Upon consideration of the pleadings 
and all the relevant facts, and in light 
of the objections of the civic parties, we 
have decided that Frontier's application 
for temporary suspension at Moab should 
be denied and that the carrier's applica¬ 
tion for deletion of Moab from Us certif¬ 
icate should be set for hearing. 

We believe that the issues presented 
by Frontier's application can most appro¬ 
priately be explored in a full evidentiary 
hearing. Moreover, we shall not authorise 
a temporary suspension of service pend¬ 
ing the outcome of that hearing. This 
action is simUar to that which we have 
taken under comparable circumstances ' 

Accordingly. it is ordered. That: 

1. The application of Frontier Airlines. 
Inc. for permission to suspend service at 
Moab. Utah, pending a permanent dele¬ 
tion of Moab from the carrier's certificate 
of public convenience and necessity, be 
and it hereby is denied: 

2. The application of Frontier Airline*. 
Inc. for amendment of Its certificate of 
public convenience and necessity so as to 
delete Moab. Utah, from Route 73. In 
Docket 25206. be and it hereby is set for 
hearing before an Administrative Law 


»Utah Agenda* to an association comprised 
of the Stale or Utah, Salt Lake City Corporn- 
tlon. Salt Lake City Area Chamber of Com¬ 
merce, and Pro-Utah, Inc. It answers in be¬ 
half of the State of Utah, the Board of Com¬ 
missioners of Orand County, Utah, and the 
City Commissioners of Moab, Utah. 

• So© eg. Order 70-11-72, November i». 
1970, and Order 71-12-68, December 19, 1971 
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judge of the Board at a time and place 
to be hereafter designated; ■ and 

3. A copy of this order shall be served 
upon Frontier Airlines. Inc.; Utah Agen¬ 
cies; Governor. Moab and Salt Lake City, 
Utah, and Grand Junction and Cortez, 
Colorado; Utah Aeronautics Commis¬ 
sion; and the Postmaster General. 

This order will be published In the 
Federal Register. 

By the Civil Aeronautics Board: 

[seal! Edwin Z. Holland. 

Secretary. 

(FR Doc.73-1'4007 Filed 7-17-73;8:45 am] 


(Docket Noe. 23682. 25650; Order 73-7-451 

INVESTIGATION OF THE LOCAL SERVICE 
CLASS SUBSIDY RATE 

Order Denying Petition 

Adopted by the Civil Aeronautics Board 
at its office in Washington. D.C.. on the 
11th day of July 1973. 

On Friday. June 29. 1973. the Board 
issued Order 73-6-119. Instituting the 
above entitled investigation in Docket 
25659 and reopening (as of Sunday. 
July 1, 1973) the final subsidy rate pres¬ 
ently in effect for the local service car¬ 
riers. * 1 On that same date. Hughes Air 
West (Alrwest) and Frontier Airlines. 
Inc. (Frontier). Jointly filed a petition 
requesting that the Board refrain from 
reopening the local service class subsidy 
rate until it has prepared and is ready 
to place Into effect a new class rate to 
succeed that which Is presently effective, 
or. alternatively, that oral argument be 
held on the issue of whether such exist¬ 
ing rate should be reopened. 

Petitioners’ request for relief is 
grounded on the contention that mainte¬ 
nance of the status quo—i.e., a closed- 
rate situation—pending establishment of 
the new class rate is necessary to protect 
petitioners against the “recognized dis¬ 
advantages” of operating under an open 
rate and to afford the local carriers a fair 
opportunity to participate in the develop¬ 
ment of the new class rate without the 
“penalty” of remaining on an open rate 
while the new rate Is being formulated. 
In support of this contention, petitioners 
argue, inter alia, that the order institut¬ 
ing this investigation and reopening the 
rate will raise numerous substantive is¬ 
sues concerning the final rate which will 
inevitably take many months to resolve; 
that during these months the local car¬ 
riers. as well as various otlier Interested 
parties, will be uncertain as to the com¬ 
position of the final rate; and tliat this 
state of “uncertainty" will put the car¬ 


‘ Tb« hearing shall determine whether 
the public convenience and necessity re¬ 
quire tliat Frontier’s certificate be altered, 
amended, or modified so as to suspend or 
delete Moab. Aa an alternative to amending 
Frontier's certificate, we shall place in Issue 
whether the public Interest requires the tem¬ 
porary suspension of sc nr Ice by Frontier, with 
or without conditions. 

1 Class Rate VI as established by Orders 
72-6-72, June 16. 1972 and 72-7-82. July 25. 
1972. Docket 23682. 


riers in a weak position to follow all of 
the procedural steps needed to obtain 
thorough Board consideration of the 
aforementioned substantive Issues. Peti¬ 
tioners also point to the recent report of 
the Senate Appropriations Committee re¬ 
lating to the Board’s appropriation for 
fiscal 1973* as evidencing a Congres¬ 
sional desire that the Board defer action 
on reopening Class Rate VI until it has 
constructed and promulgated Class Rate 

vn. 

They further allege that the subsidy 
for the local industry has not changed 
significantly since 1971 (the base year 
for Class Rate VI) related to what is 
asserted to be the fact that improve¬ 
ments in operating incomes, which would 
decrease subsidy need, are roughly off¬ 
set by larger income tax allowances, 
which w*ould increase subsidy need. Thus, 
they say. there is at this time no compel¬ 
ling need to reopen the existing class 
rate. 

In light of our action in Order 73-6- 
119, we find that the matters raised in 
the petition are moot, and, therefore, 
that it should be dismissed. 

Moreover, we find nothing in the peti¬ 
tion which would persuade us to depart 
from our determination to reopen Class 
Rate VI or to grant petitioners leave to 
present oral argument with respect to 
that determination. Boiled down to its 
essential ingredients, petitioners' argu¬ 
ment is that we cannot, consistent with 
the requirements of procedural due 
process, reopen an existing subsidy rate 
unless we first allow* the local service 
carriers to present their views on the 
appropriate structure of the new class 
rate, an argument which we find totally 
lacking in substance. It Is clear that 
under the subsidy determining powers 
enumerated in section 406 of the Act, in 
conjunction with the broad investigatory 
powers embodied in section 1002<b) of 
the Act, the Board has discretion to open 
a subsidy rate on its own initiative with¬ 
out soliciting the advice of the local serv¬ 
ice industry or any other person on 
either the desirability of such action or 
the composition of the class rate to be 
ultimately established; indeed, it is at 
least noteworthy that the Board has re¬ 
opened each of the class rates preceding 
Class Rate VI pending the establishment 
of their successor rates. 

The Board's objective, under the class 
rate concept. Is to effect timely adjust¬ 
ments to the subsidy need determination, 
as reflected in the class rate, of the local 


■ Report No. 92-865. 92nd Cong.. 2d Sea*, p, 
32. Thin report state* os follows: “Class rates 
are supposed to be prospective in order to 
avoid making the carriers operate under an 
open rate for an extended period of time. 
Notwithstanding this fact, during the past 
eleven months, an open rate has been In 
effect. The Committee desires that the CAB 
extend Class Rate VI until formulation and 
approval of Class Rate VII. It is Imperative 
that the local service air carriers he pro¬ 
vided forward visibility in forecasting their 
anticipated revenues so that business deci¬ 
sions can be lntelUgently and knowledgably 
made on matters such as debt management 
and budgeting for needed capital improve¬ 
ments." 


service carriers and each individual car¬ 
rier. To implement this objective, it is 
imperative that we take prompt and de¬ 
cisive action to reopen the existing rate 
and establish a new rate when it appears 
that the present level of subsidy pay¬ 
ments is significantly above or below the 
reasonable need of the carriers as ex¬ 
pected by current Information. As re¬ 
flected in our order instituting this in¬ 
vestigation. we found that the increas¬ 
ing subsidy need trend which had so 
long characterized the local Industry had 
in recent months undergone a sharp re¬ 
versal. with estimates of earnings and 
subsidy need through fiscal 1973 indicat¬ 
ing a continuing strong financial picture, 
and we reopened the present class rate to 
reflect this apparent trend of decreas¬ 
ing subsidy need. 

It may be true that for some of the 
time during which the rate is open the 
local carriers will be uncertain as to the 
structure of their new* subsidy rate; yet, 
we fail to see how this "uncertainty" in 
and of itself results in making the entire 
procedure for establishing such rate un¬ 
fair to these carriers. Although petition¬ 
ers' document is replete with general 
averments concerning the "coercive ef¬ 
fect" and "recognized disadvantage" of 
operating under an open rate. It Is con¬ 
spicuously silent as to any particular 
ways in which this situation will hamper 
the local carriers* ability to participate in 
the development of the new class rate. 
Moreover, the Board expects to formulate 
and Issue the Interlocutory and final 
orders necessary to establish the new* 
class rate as expeditiously as possible, so 
that the time the carriers are required 
to spend on an open rate should be held 
to a minimum. In light of the foregoing, 
we have no present basts for concluding 
that placing the local carriers on an open 
rate will result in depriving them of a 
fair hearing in this proceeding. 

Accordingly, pursuant to the Federal 
Aviation Act of 1958, as amended, par¬ 
ticularly sections 102, 204. 406. and 1002 
<b> thereof. 

It is ordered. That; 

The joint petition of Hughes Air Corp 
d/b/a Hughes Alrwest and Frontier Air¬ 
lines. Inc., in Docket 23682 to defer ac¬ 
tion on reopening the local service class 
subsidy rate be, and It hereby Is dis¬ 
missed. 

This order will be published in the 
Federal Register. 

By the Civil Aeronautics Board: 

r seal I Edwin Z. Holland. 

Secretary. 

|FR Doc 73-14606 Filed 7-17-73;8:45 am] 

COMMITTEE FOR THE IMPLEMEN- 
TATION OF TEXTILE AGREEMENTS 

CERTAIN COTTON TEXTILES AND COTTON 

TEXTILE PRODUCTS PRODUCED OR 

MANUFACTURED IN PAKISTAN 

Entry or Withdrawal From Warehouse for 
Consumption; Correction 

July 12, 1973. 

In FR Doc. 73-13543 appearing at page 
17526 in the issue of Monday, July 2, 
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1973, both the document and the at¬ 
tached letter should have been dated 
June 29. 1973. Instead of June 29. 1972. 
The date cited In line 2. paragraph 2 of 
the notice should also read June 29. 
1973. 

Seth M. Bodner, 
Chairman . Committee for the 
Implementation of Textile 
Agreements, and Deputy As¬ 
sistant Secretary for /Re¬ 
sources and Trade Assistance, 
[PR Doc.73-14846 Piled 7-17-73:8:46 am] 


CERTAIN COTTON TEXTILE PRODUCTS 
PRODUCED OR MANUFACTURED IN 
BELIZE (FORMERLY BRITISH HON- 
DURAS) 

Entry or Withdrawal From Warehouse for 
Consumption; Correction 

July 12. 1973. 

In PR Doc. 73-13537 appearing at page 
17760 in the Issue of Tuesday. July 3. 
1973, both the document and the at¬ 
tached letter should have been dated 
June 28, 1973, instead of June 28, 1972. 
The date cited in line 2. paragraph 2 of 
the notice should also read June 28, 
1973. 

Seth M. Bodneb, 
Chairman . Committee for the 
Implementation of Textile 
Aoreemenls, and Deputy As¬ 
sistant Secretary for Re¬ 
sources and Trade Assistance . 
[PR Doc.73-14847 Piled 7-17-73:8:45 ami 


COST OF LIVING COUNCIL 
FOOD INDUSTRY ADVISORY COMMITTEE 
Notice of Change in Meetings 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act (Public Law 
92-463. 86 Stat. 770), notice Is hereby 
given that the meeting of the Food In¬ 
dustry Advisory Committee scheduled, as 
previously announced, on July 23 arid 24, 
1973 in Washington. D C. lias been can¬ 
celled. 

Issued In Washington. D.C. on July 16. 
1973. 

Henry H. Perritt, Jr- 

Executive Secretary ; 

Cost of Living CounciL 
(FR Doc.73-14830 Piled 7-16-73:4:13 pmj 


HEALTH INDUSTRY WAGE AND SALARY 
COMMITTEE 

Notice of Meeting 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act (Public Law 
92-463, 86 Stat. 770) notice is hereby 
given that the Health Industry Wage and 
Salary Committee, established under the 
authority of section 212(f) of the Eco¬ 
nomic Stabilization Act. as amended, sec¬ 
tion 4(a) (iv) of Executive Order 11695. 
and Cost of Living Council Order No. 14. 
will meet on July 25. 1973 and the meet¬ 
ing will be open to the public on a first- 
come. first-served basis at 10 a.m. in room 
8009. 2025 M Street NW., Washington. 
DC. 


The agenda will consist of a discussion 
of health industry wage cases currently 
pending before the Cost of Living Coun¬ 
cil. 

The Chairman of the Committee Is 
empowered to conduct the meeting in a 
fashion that will, in his judgment, fa¬ 
cilitate the orderly conduct of business* 

Issued In Washington. D.C. on July 16, 
1973. 

Henry H. Perritt, Jr.. 
Executive Secretary , 

Cost of Living CounciL 
I PR Doc.73-14831 Piled 7-16-73. 4:13 pm] 


HEALTH INDUSTRY ADVISORY 
COMMITTEE 

Notice of Meeting 

Pursuant to the provisions of the Fed¬ 
eral AdvLsory Committee Act (PI* 
92-463. 86 Stat. 770), notice is hereby 
given that the Health Industry Advisory 
Committee, created by Section 6(b) of 
Executive Order 11695. will meet on July 
23, 1973 at the Cost of Living Council 
offices, 2000 M Street. NW.. Washington. 
DC. 

The morning portion of the inectlng, 
which will be held from 10:00 a.m. to 
12:30 pjn. in the second floor audi¬ 
torium, will be open to the public. The 
meeting will be opened by introductory 
remarks by the Director. Cost of living 
Council, followed by a discussion of pos¬ 
sible coverage of the health Industry 
under Phase IV. 

The Chairman of the Committee is 
empowered to conduct the meeting in 
a fashion that will, in his Judgment, fa¬ 
cilitate the orderly conduct of business. 
Only members of the Committee, and its 
staff, may question the witnesses. Due to 
space limitations, it is possible that there 
will not be enough seating. For that rea¬ 
son, persons will be admitted on a first- 
come-first-served basis. 

While no unscheduled oral presenta¬ 
tions will be entertained, anyone may 
submit a written statement by mailing 
It to Robert Saner. 2000 M 8trcct. N.W., 
Washington. D.C. 20508. 

Any statement received three or more 
days prior to the meeting will be pro¬ 
vided to the Committee before the meet¬ 
ing. Any statement over three pages in 
length should be submitted with twenty 
copies. 

The afternoon portion of the meeting, 
to run from 12:30 to 4:00 pm, will be 
closed to the public. Since the afternoon 
meeting will be discussing the substance 
of Phase IV and other possible govern¬ 
mental actions therewith, I have deter¬ 
mined that the meeting will fall within 
Exemption 5 of 5 UJS.C. 552(b) and it 
is essential to close the meeting to pro¬ 
tect the free exchange of internal views 
and to avoid interference with the opera¬ 
tion of the Committee. 

Issued in Washington. D.C. on July 17. 
1973. 

William N. Walker, 

General Counsel , 

Cost of Living Council . 

[PR Doc.73-14902 Filed 7-17-73:10:58 am] 


(Docket No. CI61-433. etc.) 

FEDERAL POWER COMMISSION 

AMERICAN NATURAL GAS PRODUCTION 
CO. ET AL. 

Findings and Order After Statutory Hearing 
July 11, 1973. 

On May 19, 1973, American Natural 
Gas Production Company (Americans 
filed In Docket Nos. CI61-433 and CI63- 
1046 a request that it be authorized to 
continue the sale of natural gas from 
its own interest in the Shuteston Field, 
St. Landry Parish, Louisiana, to Michi¬ 
gan Wisconsin Pipe Line Company, 
(Mlch-Wis) all as more fully set forth 
in request in this proceeding. 

American's Interest of natural gas in 
the subject acreage has heretofore been 
sold under authorization granted to 
Falcon Seaboard, Inc., In Docket Nos. 
CI61—433 and Cl63—1046 (temporary 
certificate) . With the issuance of a small 
producer certificate to Falcon on Feb¬ 
ruary 29. 1972. in Docket No. C872-503 1 
the certificates in Docket Nos. CI6 1-433 
and CI63-1046 were terminated and the 
related rate schedules were cancelled 
American requests that it be substituted 
as the certificate holder in Docket No. 
CI61-433 and that It be granted a perma¬ 
nent certificate In Docket No. CI63-1046 
to permit it to cover its own Interest In 
the subject acreage. The last effective 
rate under Falcon's rate schedules was 
22.375 cents per Mcf effective subject to 
refund In Docket No. RI71-963. 

Inasmuch as American and Mlch-Wis 
are affiliated companies and the gas 
involved herein Is produced from leases 
acquired before October 7, 1969,* the 
rate authorized herein will be made sub¬ 
ject to refund pending a determination 
as to the proper rate. 

After due notice by publication in the 
Federal Register no petition to inter¬ 
vene, notice of intervention or protest 
to the granting of the request has been 
filed. 

At a hearing held on July 5. 1973, the 
Commission on its own motion received 
and made a part of the record in this 
proceeding all evidence, including the 
request and exhibits thereto, submitted 
in support of the authorizations sought 
herein, and upon consideration of the 
record. 

The Commission finds: 

(1) Applicant. American Natural Gas 
Production Company, is engaged in the 
sale for resale of natural gas in inter¬ 
state commerce subject to the Jurisdic¬ 
tion of the Commission and is. therefore, 
a "natural-gas company" within the 
meaning of the Natural Oas Act as here¬ 
tofore found by the Commission. 


1 Order Issued In Docket No. CS71-68. rt at 
•In Commission Opinion No. 568. Pipeline' 
Production Area Hate Proceeding (Phase I), 
Docket No. RP66-24, 42 PTC 738 (1969 1, the 
Commission deternflned that the Just end 
reasonable area rates would be used to value 
gas produced by plpeUne affiliates for on- 
system sates from leases acquired after 
October 7,1969. 
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(2) The sale of natural gas herein¬ 
before described in Docket No. CI63- 
1046. as more fully described In the re¬ 
quest in this proceeding, will be made In 
interstate commerce subject to the Juris¬ 
diction of the Commission; and such sale 
by Applicant, together with the con¬ 
struction and operation of any facili¬ 
ties subject to the Jurisdiction of the 
Commission necessary therefor, is sub¬ 
ject to the requirements of subsections 
(c) and (e> of section 7 of the Natural 
Gas Act. 

(3) Applicant is able and willing prop¬ 
erly to do the acts and to perform the 
service proposed and to conform to the 
provisions of the Natural Gas Act and 
the requirements, rules and regulations 
thereunder. 

(4) It is necessary and appropriate in 
carrying out the provisions of the Nat¬ 
ural Gas Act and the public conven¬ 
ience and necessity require that the 
Commission’s order of February 29. 1972. 
in Docket No. CS72-503 should be va¬ 
cated In part as hereinafter ordered. 

(5) The sale of natural gas proposed 
to be made in Docket No. CI63-1046 by 
Applicant is required by the public con¬ 
venience and necessity and a certificate 
Uierefor should be issued as hereinafter 
ordered and conditioned. 

(6) It is necessary and appropriate in 
carrying out the provisions of the Nat¬ 
ural Gas Act and the public convenience 
and necessity require that the order is¬ 
suing a certificate of public convenience 
and necessity in Docket No. CI61-433 
should be amended as hereinafter or¬ 
dered and conditioned. 

(7) It is necessary and appropriate in 
carrying out the provisions of the Nat¬ 
ural Gas Act that American should be 
made a co-respondent tn the proceeding 
pending In Docket No. RI71-963 and that 
said proceeding should be redesignated 
accordingly. 

(8) It is necessary and appropriate in 
carrying out the provisions of the Nat¬ 
ural Gas Act that the rate schedules re¬ 
lated to the authorizations granted in 
Docket Nos. 061-433 and 063-1046 
should be redesignated as those of 
American Natural Gas Production Com¬ 
pany. 

The Commission orders: 

<A) The Commission’s order of Feb¬ 
ruary 29. 1972, in Docket No. CS71-68 
et al. t is vacated insofar as it pertains to 
the termination on Docket Nos. 061-433 
and 063-1046 and the cancellation of 
the related rate schedules. Falcon Sea¬ 
board. Inc. (Operator), et a/.. FPC Gas 
Rate Schedule Nos. 8 and 15. 

<B) A certificate of public convenience 
and necessity is issued in Docket No. 
CI63-1046 upon the terms and condi¬ 
tions of this order authorizing the sale 
by Applicant of natural gas in interstate 
commerce for resale for ultimate public 
consumption, together with the con¬ 
struction and operation of any faculties 
subject to the Jurisdiction of the Com¬ 
mission necessary therefor, all as herein¬ 
before described and as more fully de¬ 
scribed in the application in this pro¬ 
ceeding. 


(C) The certificate issued herein in 
Docket No. CI63-1046 is not transferable 
and shall be effective only so long as 
Applicant continues the acts or opera¬ 
tions hereby authorized in accordance 
with the provisions of the Natural Gas 
Act and the rules, regulations, and orders 
of the Commission. 

(D) The grant of the certificate is¬ 
sued in paragraph (B> above shall not 
be construed as a waiver of the require¬ 
ments of section 4 of the Natural Gas 
Act or of Part 154 or Part 157 of the 
Commission's regulations thereunder and 
is without prejudice to any findings or 
orders which have been or which may 
hereafter be made by the Commission in 
any proceeding now pending or hereafter 
instituted by or against Applicant. 
Further, our action tn this proceeding 
shall not foreclose or prejudice any 
future proceedings relating to the op¬ 
eration of any price or related provisions 
in the gas purchase contract herein in¬ 
volved. The grant of the certificate here¬ 
in for service to the particular customer 
involved shaU not imply approval of all 
of the terms of the contract, partic¬ 
ularly as to the cessation of service upon 
termination of said contract, as provided 
by 8ection 7(b) of the Natural Gas Act. 
The grant of the certificate herein shall 
not be construed to preclude the im¬ 
position of any sanctions pursuant to 
the provisions of the Natural Gas Act 
for the unauthorized commencement of 
any sale of natural gas subject to said 
certificate. 

<E> The order issuing a certificate of 
public convenience and necessity in Doc- 


(L) Nothing contained in this order 
shall relieve the applicant of any respon¬ 
sibility imposed by the Economic Stabili¬ 
zation Act of 1970. (Public Law 91-379. 
84 Stat. 799. as amended by Public Law 
92-15, 85 Slat. 38>. or by any Executive 
Order or rules and regulations promul¬ 
gated pursuant to such Act. 

By the Commission. 

[seal! Mary B. Kidd, 

Acting Secretary. 

(PR Doc.73-14664 Piled 7-17-73:8:45 Am) 


l Docket No. CI73 937) 

ANADARKO PRODUCTION CO. 
Notice of Application 

July 11. 1973. 

Take notice that on June 29, 1973. 
Anadarko Production Company (Appli¬ 
cant). P.O. Box 9317, Fort Worth, Texas 
76107, filed in Docket No. CI73-937 an 
application pursuant to section 7(c) of 
the Natural Gas Act for a certificate of 


ket tfo. CI61-433 Is amended by substi¬ 
tuting American Natural Gas Production 
Company as the certificate holder in lieu 
of Falcon Seaboard. Inc. (Operator), el 
al. f and In all other respects said order 
shall remain in full force and effect. 

(F) Within 90 days from the date of 
this order American shall file three cop¬ 
ies of a rate scheduled quality-statement 
in the form prescribed in Commission 
Opinion No. 598 for both of the subject 
sales. 

(O’) The authorizations granted herein 
are subject to the Commission’s findings 
and order accompanying Commission 
Opinion Nos. 598 and 598-A. 

<H> American Natural Oas Production 
Company is made a co-respondent in the 
proceeding pending in Docket No. RI71- 
963 and said proceeding is redesignated 
accordingly. American shall comply with 
the refunding procedure required by the 
Natural Gas Act and f 154.102 of the 
Regulations thereunder. 

(I) American shall charge and collect 
a rate of 22.375 cents per Mcf at 15.025 
psia, subject to refund in Docket No. 
RI71-963, for the subject sale*. 

(J) The authorizations granted herein 
determine the rates which American 
Natural Oas Production Company may 
legally charge its affiliate, Michigan Wis¬ 
consin Pipe Line Company, under the 
subject authorizations, and are without 
prejudice to any action which the Com¬ 
mission may take tn any rate proceed¬ 
ings involving said companies. 

<K> The following rate schedule and 
rate schedule supplements arc redesig¬ 
nated effective February 29, 1972: 


public convenience and necessity author¬ 
izing the sale for resale and delivery of 
natural gas in interstate commerce to 
Panhandle Eastern Pipe Line Company 
from the Cities 8crvice “A” Weil. Texas 
County. Oklahoma, all as more fully set 
forth in the application which is on file 
with the Commission and open to public 
inspection. 

Applicant proposes to sell up to 3,000 
Mcf of gas per day at 40.0 cents per Mcf 
at 14.65 psia, subject to upward and 
downward Btu adjustment, for one year 
after the first day of the month follow¬ 
ing the date of initial deliveries, within 
the contemplation of S 2.70 of the Com¬ 
mission’s General Policy and Interpreta¬ 
tions (18CFR 2.70). 

It appears reasonable and consistent 
with the public interest in this case to 
prescribe a period shorter than 15 days 
for the filing of protests and petitions to 
intervene. Therefore, any person desir¬ 
ing to be heard or to make any protest 
with reference to said application should 
on or before July 24. 1973, file with the 




Rat* schedule dr*nation 


Docket No. 

Description of InslnimoAt 

American Natural 
(las Production 
Company FPC 
Uas Rat* 

Rot* Schedule Now 

Sop^Wmonl 

CX01-U&-_ 

Falcon taheard. Inc. (Operator) M al.. FPC.. 

(1m Rato Schedule No. ft and flappWrncnt No*. 1-5 Lhorrio..... 

Falcon Smhoard. Inc. (Orwmtor) H al.. FPC.... 

(Jas Rale Schedule No 15 and SupptamNU Nos. 1-4 ihcrolo.... 

e 



CI6S-!0tA_ 

a 

7 



7 


1-5 


No. 137—Pt. I-7 


FEDERAL REGISTER, VOL 35, NO. 137—WEDNESDAY, JULY 18. 1973 













19151 


NOTICES 


Federal Power Commission, Washington, 
D.C. 20426, a petition to Intervene or a 
protest in accordance with the require¬ 
ments of the Commission's rules of prac¬ 
tice and procedure (18 CFR 1.8 or 1.10). 
All protests died with the Commission 
will be considered by it in determining 
the appropriate action to be taken but 
will not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a proceed¬ 
ing or to participate as a party in any 
hearing therein must file a petition to 
intervene In accordance with the Com¬ 
mission's rules. 

Take further notice that, pursuant to 
the authority contained In and subject to 
the Jurisdiction conferred upon the Fed¬ 
eral Power Commission by section 7 and 
15 of the Natural Gas Act and the Com¬ 
mission's rules of practice and procedure, 
a hearing will be held without further 
notice before the Commission on this ap¬ 
plication if no petition to intervene is 
filed within the time required herein, if 
the Commission on its own review of the 
matter finds that a grant of the certifi¬ 
cate is required by the public convenience 
and necessity. If a petition for leave to 
intervene is timely filed, or if the Com¬ 
mission on its own motion believes that 
a forma] hearing is required, further no¬ 
tice of such hearing will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Kenneth F. Plumb, 

Secretary . 

[PR Doc.73-14502 Filed 7-17-73:8:45 am] 


I Docket No. CI73-0341 

ARKLA EXPLORATION CO. AND STEPHENS 
PRODUCTION CO. 

Notice of Application 

July 11. 1973. 

Take notice that on June 28. 1973, 
Arkla Exploration Company (Arkla > and 
Stephens Production Company (Steph¬ 
ens) , P. O. Box 1734, Shreveport, Louisi¬ 
ana 71151, filed in Docket No. CI73-934 
on application pursuant to section 7(c) of 
the Natural Gas Act for a certificate of 
public convenience and necessity author¬ 
izing the sale for resale and delivery of 
natual gas in interstate commerce to 
Arkansas Louisiana Gas Company from 
the South West O'Kccnc Field. Blaine 
County. Oklahoma, all as more fully set 
forth in the application which is on file 
with the Commission and open to public 
inspection. 

Arkla and Stephens propose to sell, 
from the Weber No. 1 Well in which each 
owns a 50 percent interest, approxi¬ 
mately 60.830 Mcf of gas per month for 
one year at 45.0 cents per Mcf at 14.65 
psia within the contemplation of $ 2.70 
of the Commission's General Policy and 
Interpretations (18 CFR 2,70). 

It appears reasonable and consistent 
with the public interest In this case to 
prescribe a period shorter than 15 days 
for the filing of protests and petitions to 
intervene. Therefore, any person desir¬ 


ing to be heard or to make any protest 
with reference to said application should 
on or before July 24, 1973, file with the 
Federal Power Commission, Washington. 
D C. 20426, a petition to Intervene or a 
protest in accordance with the require¬ 
ments of the Commission’s rules of prac¬ 
tice and procedure (18 CFR 1.8 or 1.10). 
All protests filed with the Commission 
will be considered by it in determining 
the appropriate action to be taken but 
will not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a proceeding 
or to participate as a party in any tear¬ 
ing therein must file a petition to inter¬ 
vene in accordance with the Commis¬ 
sion’s rules. 

Take further notice that, pursuant to 
the authority contained In and subject 
to the jurisdiction conferred upon the 
Federal Power Commission by sections 
7 and 15 of the Natural Gas Act and the 
Commission’s rules of practice and pro¬ 
cedure, a hearing will be held without 
further notice before the Commission on 
this application if no petition to inter¬ 
vene is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that a grant 
of the certificate is required by the public 
convenience and necessity. If a petition 
for leave to intervene is timely filed, or 
if the Commission on its own motion be¬ 
lieves that a formal hearing is required, 
further notice of such tearing will be 
duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicants to appear or 
be represented at the hearing. 

Kenneth F. Plumb, 

Secretary . 

[PR Doc.73-14590 Piled 7-17-73,8:45 am) 


(Docket No. CI73-7581 

BASIN PETROLEUM CORP. 

Extension of Time 

July 10. 1973. 

On July 6, 1973, Basin Petroleum Cor¬ 
poration requested an extension of time 
to file the testimony required by the 
order Issued June 26. 1973, In the above- 
designated matter. The request states 
that Texas Eastern Transmission Corpo¬ 
ration has no objection to the extension. 

Upon consideration, notice is hereby 
given that an extension is granted to and 
Including July 13. 1973, within which to 
file the testimony required in the above 
matter. The hearing will be held at 10:00 
am. <EDT> on July 26. 1973, as previ¬ 
ously scheduled. 

Kenneth F. Plumb, 
Secretary . 

IFR Doc.73-14672 PUcd 7-17-73:8:45 ami 


(Docket No. CI73-020] 

brunson & Mcknight, inc. et al. 

Notice of Application 

July 10, 1973. 

Take notice that on June 25, 1973, 
Brunson & McKnight, Inc. (Operator), 


et al. (Applicant). P.O Box 1039. Hobbs 
New Mexico 88240, filed in Docket No! 
CI73-920 an application pursuant to sec¬ 
tion 7(c> of the Natural Gas Act for a 
certificate of public convenience and ne¬ 
cessity authorizing the sale for resale 
and delivery of natural gas In interstate 
commerce to Trans western Pipeline 
Company from the South Carlsbad Area. 
Eddy County, New Mexico, all as more 
fully set forth in the application which 
is on file with the Commission and open 
to public inspection. 

Applicant states that it commenced 
the sale of natural gas on May 17. 1973, 
within the contemplation of section 
157.29 of the Regu latio ns under the Nat¬ 
ural Gas Act (18 CFR 157.29) and pro¬ 
poses to continue said sale for one year 
from the end of the sixty-day emergency 
period within the contemplation of sec¬ 
tion 2.70 of the Commissio n's g eneral 
policy and interpretations (18 CFR 2.70>. 
Applicant proposes to sell approximately 
40,000 Mcf of gas per month at 52.0 cents 
per Mcf at 14.65 psia, subject to upward 
and downward Btu adjustment. Initial 
upward Btu adjustment is 0.26 cent per 
Mcf. 

It appears reasonable and consistent 
with the public interest in this case to 
prescribe a period shorter than 15 days 
for the filing of protests and petitions to 
intervene. Therefore, any person desirinE 
to be heard or to make any protest with 
reference to said application should on 
or before July 23.1973, file with the Fed¬ 
eral Power Commission. Washington. 
D.C. 20426, a petition to intervene or a 
protest in accordance with the require¬ 
ments of the Commission’s rules of prac¬ 
tice and procedure (18 CFR 1.8 or 1.10). 
All protests filed with the Commission 
will be considered by it in determinin, 
the appropriate action to be taken but 
will not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a proceed¬ 
ing or to participate as a party in any 
hearing therein must file a petition to 
Intervene in accordance with the Com¬ 
mission's rules. 

Take further notice that, pursuant to 
the authority contained in and subject 
to the jurisdiction conferred upon the 
Federal Pow f er Commission by sections 7 
and 15 of the Natural Gas Act and the 
Commission's rules of practice and pro¬ 
cedure, a tearing will be held without 
further notice before the Commission on 
this application if no petition to inter¬ 
vene is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that a grant 
of the certificate is required by the public 
convenience and necessity. If a petition 
for leave to intervene is timely filed, or 
If the Commission on its owm motion be¬ 
lieves that a formal hearing is required, 
further notice of such hearing will be 
duly given. 

Under the procedure herein provided 
for. unless otherwise advised, it will be 
unnecessary for Applicant to appear or be 
represented at the hearing. 

Kenneth F. Plumb, 

Secretary 

(PR Doc.73'14506 Filed 7-17-73:8:45 Bin) 
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|Docket No. CP73-3421 

COLUMBIA GAS TRANSMISSION CORP. 

Notice of Application 

July 11, 1973. 

Take notice that on June 27. 1973. 
Columbia Gas Transmission Corpora¬ 
tion ( Applicant). 1700 MacCorkle Ave¬ 
nue. 8.E.. Charleston. West Virginia 
25314. filed in Docket No. CP73-342 an 

implication pursuant to section 7(c) of 
the Natural Gas Act for a certificate of 
public convenience and necessity author¬ 
izing the exchange of synthetic gas (80), 
as mixed with natural gas. between Ap¬ 
plicant and its subsidiary. Columbia 
I NG Corporation (Columbia LNG) and 
the construction of certain facilities at 
the Downingtown Compressor Station in 
Chester County. Pennsylvania, all as 
more fully set forth in the application 
which Is on file with the Commission 
and open to public inspection. 

Applicant proposes to receive and de¬ 
liver certain volumes of SO which its 
customers have purchased from Colum¬ 
bia LNG. The SO will be produced by a 
subsidiary of Apco Oil Corporation at a 
reforming plant to be constructed in 
Delaware County. Pennsylvania, and will 
be transported by Applicant to Its exist¬ 
ing Downingtown Compressor 8tation 
for re-delivery to the purchasers at exist¬ 
ing delivery points along its pipeline ac¬ 
cording to the monthly load factors rep¬ 
resented by maximum monthly volumes 
for each customer as contained In Sheet 
Nos. 90 through 94 of Applicant’s FPC 
Oas Tariff. Original Volume No. 1 or. for 
SOS customers, according to monthly 
estimates for the year ending October 
1972. Applicant states that it is advised 
that approximately 43.125.000 Mcf of SO 
alii be delivered annually at an average 
rate of 125.000 Mcf daily (for 345 days) 
beginning November 1. 1975. and will be 
.sold to all CD, O. and SOS customers of 
Applicant on a pro rata basis depending 
on each customer’s current delivery en¬ 
titlements. Applicant proposes to charge 
SO purchasers approximately 13.0 cents 
per Mcf for the transmission and storage 
services rendered. It is stated that Appli¬ 
cant will not be obligated to deliver SO 
to a customer when the customer is re¬ 
ceiving its total daily entitlement of gas 
under the applicable Rate Schedule in 
Applicant’s FPC Oas Tariff. Original 
Volume No. 1. or the equivalent volumes 
of gas under Applicant’s FPC Gas Tariff. 
Original Volume No. 2. 

Applicant also proposes to construct 
interconnecting piping facilities, to re¬ 
place regulating facilities, and to re¬ 
place and/or modify existing compressor 
facilities at the Downingtown Compres¬ 
sor Station in order to facilitate the 
proposed exchange. The cost of the pro¬ 
posed facilities is $406,000 which will be 
financed from cash on hand. 

The purpose of the proposed exchange 
service and construction and/or re¬ 
placement is to augment Applicant’s 
ability to meet its customers' require¬ 
ments during the 1975-76 winter season 
and thereafter. It is stated that Appli¬ 
cant expects that its historic gas supply 


will be Insufficient to meet existing levels 
of gas requirements beginning with said 
period and the proposed exchange will 
partially offset the estimated declines in 
deliveries. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before Au¬ 
gust 6. 1973, file with the Federal Power 
Commission. Washington, D.C. 20426. a 
petition to intervene or a protest in ac¬ 
cordance with the requirements of the 
Commission’s rules of practice and pro¬ 
cedure (18 CFR 1.8 or 1.10) and the reg¬ 
ulations under the Natural Gas Act (18 
CFR 157.10). All protests filed with the 
Commission will be considered by it in 
determining the appropriate action to 
be taken but will not serve to make the 
Protestants parties to the proceeding. 
Any person wishing to become a party to 
a proceeding or to participate as a party 
in any hearing therein must file a peti¬ 
tion to intervene in accordance with the 
Commission’s rules. 

Take further notice that, pursuant to 
the authority contained tn and subject 
to the jurisdiction conferred upon the 
Federal Power Commission by Sections 
7 and 15 of the Natural Oas Act and the 
Commission's rules of practice and pro¬ 
cedure, a hearing will be held without 
further notice before the Commission on 
this application if no petition to inter¬ 
vene is filed within the time required 
herein, if the Commission on its own re¬ 
view of the matter finds that a grant of 
the certificate is required by the public 
convenience and necessity. If a petition 
for leave to Intervene is timely filed, or 
if the Commission on its own motion 
believes that a formal hearing Is re¬ 
quired. further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for. unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Kenxith F. Plumb, 
Secretary. 

|FR Doc.73-14665 Filed 7-17-73:8:45 am] 


(Docket No. E-8105] 

CONNECTICUT POWER & LIGHT CO. 

Order Accepting Initial Rate Schedule 
July 10, 1973. 

On April 2.1973. the Connecticut Light 
and Power Company (CLAP) tendered 
for filing on behalf of the Northeast Util¬ 
ities System (NU> a proposed Rate 
Schedule consisting of a Purchase agree¬ 
ment (Agreement) between the members 
of NU (CLAP, The Hartford Electric 
Light Company (Hartford) and Western 
Massachusetts Electric Company (West¬ 
ern Massachusetts) > as the renderers of 
service, and New Bedford Gas and E3cc- 
tric Light Company (New Bedford), as 
the receiver of service. CLAP'S transmit¬ 
tal letter states that the Agreement pro¬ 
vides for sales to New Bedford of speci¬ 
fied percentages of capacity and energy 
from either eight or eleven gas turbine 
generating units, depending on the pe¬ 


riod. between March 1. 1973 to April 30. 
1974. together with related transmission 
service. The Agreement is signed by rep¬ 
resentatives of the four parties and cer¬ 
tificates of concurrence from Hartford 
and Western Massachusetts are included 
in the filing. 

CLAP requests waiver of the Commis¬ 
sion's thirty-day notice period in order 
to permit the rate schedule to become 
effective on March 1, 1973. However, sub¬ 
sequent to the filing a deficiency letter 
was issued which the Company re¬ 
sponded to by a crurative filing on May 31. 
1973. 

The filing was noticed on April 11, 
1973. with petitions to intervene and pro¬ 
tests due on or before April 23. 1973. No 
such petitions or protests were received. 

The previous agreement among these 
parties is on file with this Commission 
and. although that agreement has ex¬ 
pired by its own terms, notice of cancela¬ 
tion of the rate schedules Uicreunder has 
not been received. The rate formula 
under the prior rate schedules is identical 
to that being proposed in this filing. The 
instant agreement replaces the expired 
agreement and does not involve a change 
in rates. Therefore we w ill treat the filing 
os an initial filing. Accordingly, we shall 
deny the request for waiver, accept the 
proposed rate schedule for filing to be¬ 
come effective thirty days after the filing 
was completed or July 1, 1973. The pro¬ 
posed rates, according to CLAP, would 
include overall rates of return for CLAP. 
Hartford, and Western Massachusetts of 
10.6 percent. 10.95 percent, and 8.73 per¬ 
cent respectively. Our review of the filing 
Indicates that the proposed rates may 
not be just and reasonable and may be 
unjust, unreasonable, unduly discrimina¬ 
tory or preferential or otherwise unlaw¬ 
ful. Accordingly we will institute an in¬ 
vestigation under section 206 of the 
Federal Power Act to determine the 
justness and reasonableness of the filed 
rates. 

The Commission finds: 

(l> It is necessary and proper in the 
public interest and to aid in the enforce¬ 
ment of the provisions of the Federal 
Power Act that the Commission enter 
upon an investigation to determine if the 
rates and charges contained in CLAP’S 
proposed Rate Schedule are in the public 
interest. 

(2) The disposition of this proceeding 
should be expedited in accordance with 
the procedure set forth below. 

(3> The requested waiver of our notice 
requirement should be denied. 

The Commission orders: 

(A) Pursuant to the authority of the 
Federal Power Act, particularly section 
206 thereof, the Commission's rules of 
practice and procedure, and the regula¬ 
tions under the Federal Power Act (18 
CFR. Chapter I). a public hearing shall 
be held, commencing with a prehearing 
conference on September 21. 1973, at 
10:00 A~M„ EOT, In a hearing room of 
the Federal Power Commission. 825 
North Capitol Street. N.E., Washington, 
D.C. 20426, to determine If the rates. 
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charges, classifications and services con¬ 
tained In CLAP's proposed Rate Schedule 
are In the public interest. 

(B) At the prehearing conference on 
September 21. 1973. CLAP’s prepared 
testimony and exhibits together with its 
entire rate filing shall be admitted to the 
record as its complete case-in-chief sub¬ 
ject to appropriate motions, if any. by 
parties to the proceeding. All parties will 
be expected to come to this conference 
prepared to effectuate the provisions of 
section 1.18 of the Commission's rules 
of practice. 

<C) On or before September 14. 1973. 
the Commission Staff shall serve its pre¬ 
pared testimony and exhibits. The pre¬ 
pared testimony and exhibits of all inter¬ 
veners shall be served on or before Sep¬ 
tember 28, 1973. Any rebuttal evidence 
by CLAP shall be served on or before 
October 12, 1973. The public hearing 
herein ordered shall convene on Octo¬ 
ber 24. 1973. at 10:00 am, EDT. 

(D) A Presiding Administrative Law 
Judge to be designated by the Chief Ad¬ 
ministrative Law Judge for that purpose 
(see Delegation of Authority. 18 CFR 
3.5(d)). shall preside at the hearing in 
this proceeding, shall prescribe relevant 
procedural matters not herein provided, 
and shall control the proceeding in ac¬ 
cordance with the policies expressed in 
the Commission's rules of practice and 
procedure. 

<E) CLAP's proposed rate schedule 
tendered on April 27. 1973, is accepted 
for filing to become effective July I. 1973, 
thirty days after the official filing date 
and subject to the terms and conditions 
of this order, particularly ordering para¬ 
graph (P) hereof. 

(P) Nothing contained in this order 
shall relieve the applicant of any respon¬ 
sibility imposed by the Economic Sta¬ 
bilization Act of 1970 i Public Law 91- 
379, 84 8tat. 799. as amended by Public 
Law 92-15, 85 Stat. 38), or by any 
Executive Order or rules and regulations 
promulgated pursuant to such Act. 

(O) The request for waiver of our 
notice regulations is denied and the rates 
are permitted to become effective July 1, 
1973. 

<H) The Secretary of the Commission 
shall cause prompt publication of this 
order in the Federal Register. 

By the Commission. 

(seal! Mary B. Kidd, 

Acting Secretary. 

|FR Doc.73-14608 Piled 7-17-73:8:45 am) 


(Docket No*. RP72-47; RP73-116| 

CONSOLIDATED GAS SUPPLY CORP. 

Notice of Request To Withdraw Tariff 
Sheets and Filing of Proposed Curtail¬ 
ment Plan 

July 10, 1973. 

Take notice that on June 14. 1973. 
Consolidated Oas Supply Corporation 
(Consolidated) filed a request in Docket 
No. RP72-47 to withdraw certain tariff 


sheets 1 from its FPC Gas Tariff. First 
Volume No. 1. The tariff sheets were 
originally filed June 21, 1972 and sus¬ 
pended until August 22, 1972. Consoli¬ 
dated has not moved to place the sus¬ 
pended sheets into effect. 

On August 11, 1972, the Commission 
rejected some of the tariff sheets filed 
on June 21, 1972. Thereafter. Consoli¬ 
dated requested reconsideration of the 
order rejecting its tariff sheets. On 
March 15, 1973. the Commission issued 
an order deferring action on Consoli¬ 
dated's application for reconsideration 
in order to permit Consolidated to file 
tariff sheets conforming to the curtail¬ 
ment priorities set forth in Order 467-B. 
The March 15 order also provided that 
prior tariff sheets relating to curtailment 
could be withdrawn in the event Con¬ 
solidated filed tariff sheets consistent 
with the priorities set forth in Order 
467-B. Consolidated’s request for with¬ 
drawal of the tariff sheets is in response 
to the March 15 order. 

Take further notice that on June 14, 
1973. Consolidated submitted for filing, in 
Docket No. RP73-115, revised tariff 
sheets * to its presently effective FPC Gas 
Tariff. First Revised Volume No. 1, con¬ 
stituting its permanent curtailment plan. 
Consolidated requests that its tendered 
sheets become effective sixty days from 
the date of the filing. 

In summary, Consolidated’s proposed 
permanent curtailment plan provides: 

(1) Curtailment to be applied accord¬ 
ing to the priorities set forth in Order 
467-B. except that Consolidated has in¬ 
cluded small volume industrial sales (up 
to 300 Mcf/d> in Category (2), separating 
them from the other industrial cate¬ 
gories. 

(2) An annual percentage curtailment 
for certain customers that receive a small 
fraction of their supply from Con¬ 
solidated under Rate Schedules SO-2, 
CQ-2, CQ-3. 8CQ-4, and ACR-4. 

(3) An emergency provision to permit 
deliveries to lower priorities than would 
otherwise be delivered under the order 
of priorities specified, in order to pre¬ 
vent irreparable injury to life or 
property. 

(4) Adjustment of rates to reflect cur¬ 
tailment. computed at the end of each 
calendar quarter on a rate schedule by 
rate schedule basis. 

(5) General rules to be applied during 
curtailment under the proposed specific 
curtailment provisions. 

Consolidated states that Consolidated 
and its customers make few inter¬ 
ruptible sales that fall within Categories 


* Consolidated request* that the following 
sheet* be withdrawn: Original Sheets Noe. 
53-B, 53-C and 53-D. The aforementioned 
tar Id sheet* contain a lUt of Industrial gas 
application* where natural gas Is the only 
feasible form of energy. 

’The tariff sheets are designated as fol¬ 
lows: Third Revised Sheet No. 51; First Re¬ 
vised Sheet No. 61-A; First Revised Sheet 
No. 61-B; First Revised Sheet 51-C; Original 
Sheet No. 51-D. 


(6> through (9). as enumerated in Or¬ 
der 467-B, but that all of such categories 
were Included to conform with that order 

Consolidated states that the above- 
described permanent curtailment plan 
was formulated to provide for end-use 
curtailment which conforms substan¬ 
tially to Order 467-B. The plan is on 
file with the Commission and is available 
for inspection. 

Any person desiring to be heard or to 
make any protect with reference to this 
filing should on or before July 23. 1973, 
file with the Federal Power Commission, 
825 North Capitol 8treet, NE., Washing¬ 
ton, D.C. 20426, petitions to intervene 
or protests in accordance with the re¬ 
quirements of the Commission s rules 
of practice and procedure <18 CFR 18 
or 1.10). All protests filed with the Com¬ 
mission will be considered by it in de¬ 
termining the appropriate action to be 
taken but will not serve to make the 
Protestants parties to the proceeding. 
Persons wishing to participate as parties 
in any hearing therein must file petitions 
to Intervene in accordance with the 
Commission’s rules. 

Any order issued in this proceeding 
will be subject to the Commission s state¬ 
ment of policy implementing the Eco¬ 
nomic Stabilization Act of 1970 <PX. 

91- 379, 84 8tat. 799, as amended by P L. 

92- 15, 85 Stat. 38) and Executive Order 
11616 including such amendments as 
the Commission may require. 

Kenneth F. Plumb, 

Secretary. 

(FR Doc,73-14507 Filed 7-17-73;8:45 smj 


(Docket No. CTO-014J 

CRYSTAL OIL CO. 

Notice of Application 

July 10. 1973 

Take notice that on June 25, 1973. 
Crystal Oil Company (Applicant), P.O. 
Box 1101, Shreveport, Louisiana 71163, 
filed In Docket No. CI73-914 an applica¬ 
tion pursuant to section 7(c) of the 
Natural Gas Act for a certificate of pub¬ 
lic convenience and necessity author¬ 
izing the sale for resale of natural gas 
In interstate commerce to Louisiana - 
Nevada Transit Company* (Louisiana - 
Nevada) from acreage in the 8hangaloo 
Field, Webster Parish, Louisiana, and 
delivery of said gas to Beacon Gasoline 
Company, all as more fully set forth in 
the application which is on file with the 
Commission and open to public 
inspection. 

Applicant states that it commenced 
the sale of natural gas on June 15, 1973. 
within the contemplation of section 
157.29 of the Regu latio ns under the Nat¬ 
ural Oas Act (18 CFR 157.29) and pro¬ 
poses to continue said sales for two years 
from the end of the sixty-day emergency 
period within the contemplation of 
l 2.70 under the Commission’s general 
policy and interpretation <18 CFR 2.70). 
Applicant proposes to sell approximately* 
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10.000 Mcf of gas per day at 45.0 cents 
per Mcf at 15.025 psia, Applicant states 
that deliveries will initially be made at 
the Beacon Gasoline Plant in Webster 
Parish for transmission through Beacon 
Gasoline Company's 6-inch pipeline to 
Louisiana-Nevada’s Haynesvllle Lat¬ 
eral pipeline. Apllcant further states that 
it is a small producer within the mean¬ 
ing of i 157.40 of the Regulations (18 
CFR 157.40) and Is filing the instant 
application solely to secure pre-granted 
abandonment authorization and does not 
intend to file a rate schedule for the 
proposed sale. 

It appears reasonable and consistent 
with the public interest In this case to 
prescribe a period shorter than 15 days 
for the filing of protests and petitions 
to intervene. Therefore, any person de¬ 
siring to be heard or to make any protest 
with reference to said application should 
on or before July 23, 1873, file with the 
Federal Power Commission. Washington, 
D C. 20426, a petition to intervene or a 
protest in accordance with the require¬ 
ments of the Commission’s rules of prac¬ 
tice and procedure (18 CFR 1.8 or 1.10). 
All protests filed with the Commission 
will be considered by it in determining 
the appropriate action to be taken but 
will not serve to make the protestonts 
parties to the proceeding. Any person 
wishing to become a party to a proceed¬ 
ing or to participate as a party in any 
hearing therein must file a petition to 
intervene in accordance with the Com¬ 
mission’s Rules. 

Take further notice that, pursuant to 
the authority contained in and subject 
to the Jurisdiction conferred upon the 
Federal Power Commission by section 7 
and 15 of the Natural Gas Act and the 
Commission’s rules of practice and pro¬ 
cedure. a healing will be held without 
further notice before the Commission 
on this application if no petition to in¬ 
tervene is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that a grant 
of the certificate is required by the public 
convenience and necessity. If a petition 
for leave to intervene is timely filed, or 
if the Commission on its own motion 
believes that a formal hearing is re¬ 
quired, further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for. unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Kenneth P. Plumb, 

Secretary . 

|FR Doc.73-14588 Filed 7-17-73;8:45 am) 


(Docket No. £-81*9] 

DAYTON POWER AND LIGHT CO. 

Order Accepting for Filing and Suspending 
Revised Tariff Sheets 

July 9. 1973. 

The Dayton Power and Light Company 
< Dayton) on May 11, 1973. tendered for 
filing revised tariff sheets to its FPC 
Electric Tariff, Original Volume No. 1, 
proposed to become effective July 10, 


1973. 1 The revised tariff sheets, applicable 
to service to 13 municipalities for resale, 
include increased rates and charges 
which would increase annual revenues 
from Jurisdictional sales and service ap¬ 
proximately $371,045. based upon opera¬ 
tions for the calendar year 1972.* The 
rate filing also Includes changes to the 
fuel adjustment and tax adjustment 
clauses contained in the rate schedule. 

In support of its proposed Increased 
rates. Dayton claims that it is entitled to 
an 8.0 percent rate of return allowance 
and that on the basis of its 1972 cost of 
service study, the proposed rates would 
yield a return of 7.5 percent. The cost 
study Includes the following adjustments 
to per books figures: 

(1) annualized effect of wage Increase 
effective October 29. 1972; 

(li) restated test period fuel cost to a 
level said to be based on fuel costs ex¬ 
perienced in December 1972; and 

(111) restated depreciation expense to 
reflect application of depreciation ac¬ 
crual rates to average plant in service 
balances. 

Copies of the rate filing were served 
upon Dayton's municipal resale cus¬ 
tomers. Notice of the filing was issued on 
May 30, and was published in the Fro- 
eral Register on June 4, 1973 (38 FR 
14716). The Villages of Jackson Center 
and Tipp City. Ohio. Jointly, and the Vil¬ 
lages of Versailles, New Knoxville. New 
Bremen, and Minister, Ohio, jointly, filed 
petitions for leave to Intervene. The pe¬ 
titioners contend that the rate increase 
is not needed or justified and request 
that the filing be suspended for five 
months. Petitioners aLso contend that the 
proposed revisions to the fuel adjustment 
clause do not meet the standards in Sec¬ 
tion 35.14 of the Commission’s regula¬ 
tions Under tiie Federal Power Act. and 
that the tax adjustment clause is neither 
provided for by regulation nor by the Act 
and appears to be in violation of Sec¬ 
tion 205 of the Act. 

It appears that under Dayton's pro¬ 
posed fuel adjustment clause, the com¬ 
pany’s own fuel cost would be imputed to 
the cost of power it purchases. Such 
procedure is inconsistent with Commis¬ 
sion Opinion No. 633. New England Power 
Company. Docket No. E-7541. issued Oc¬ 
tober 30. 1972 (48 FPC —). Accordingly, 
this feature of the proposed fuel clause 
should be eliminated. 

Our review of Dayton's filing, includ¬ 
ing the tax adjustment clause, and the 
pleadings Indicates that the proposed 
increased rates and charges raise Issues 
which require development in an eviden¬ 
tiary hearing. The proposed increased 
rates and charges have not been shown to 
be Justified and may be unjust, unrea¬ 
sonable. unduly discriminatory or pref¬ 
erential. or otherwise unlawful. 


* Second Rev Used Tariff Sheet* Noe. 4 and 5. 
•City of Cellna and Villages of Arcanum, 
Eldorado, Jackson Center. Lake view, Mend on, 
Minster. New Bremen. New Knoxville, Tlpp 
City, Versailles, Wayneaffeld, and Yellow 
8prlngs, all of Ohio. 


The Commission finds: 

(1) It Is necessary and appropriate In 
the public interest and to aid in the en¬ 
forcement of the provisions of the Fed¬ 
eral Power Act that the Commission en¬ 
ter upon a hearing concerning the law¬ 
fulness of the rates and charges con¬ 
tained In Dayton's FPC Electric Tariff, 
Original Volume No. 1, as proposed to be 
amended by the rate filing tendered by 
Dayton on May 11. 1973. and that the 
tendered revised tariff sheets be accepted 
for filing, suspended and their use de¬ 
ferred as hereinafter ordered and con¬ 
ditioned. 

(2) The participation of the above- 
named petitioners may be in the public 
interest. 

The Commission orders: 

(A) Pursuant to the authority of the 
Federal Pow r er Act. including sections 
205. 206, 308 and 309 thereof, the Com¬ 
mission’s rules of practice and proced¬ 
ure, and the regulations Under the Fed¬ 
eral Power Act. a public hearing shall be 
held, commencing with a prehearing con¬ 
ference on December 6, 1973, at 10:00 
a m.. e.s.t„ In a hearing room of the Fed¬ 
eral Power Commission. 825 North Cap¬ 
itol Street, N.E.. Washington. D C. 20426. 
concerning the lawfulness of the rates 
and charges contained in Dayton’s FPC 
Electric Tariff, as proposed to be amend¬ 
ed by the revised tariff sheets filed on 
May 11.1973. 

iB) The revised tariff sheets and the 
proposed increased rates and charges 
contained therein, filed by Dayton on 
May 11. 1973, as described above, are 
accepted for filing, pending hearing and 
final decision herein, and are suspended 
and the use thereof deferred until Sep¬ 
tember 10. 1973. 

(C) The Commission Staff shall serve 
Us direct case on or before November 9. 
Intervenors shall serve their direct case 
on or before November 27. At the Pre- 
hearing Conference on December 6, Day¬ 
ton's prepared testimony (Statement P>, 
as its case-in-chief, together with its en¬ 
tire rate filing, and all testimony and 
exl\ibits served by other parties, shall be 
admitted to the record, subject to ap¬ 
propriate motions of the parties. Dayton 
may serve rebuttal evidence on or before 
December 21, 1973. Cross-examination of 
witnesses shall commence at 10:00 a.m„ 
es.L, on January 9. 1974. 

(D) An Administrative Law Judge to 
be designated by the Chief Administra¬ 
tive Law Judge for that purpose (18 CFR 
3.5(d)) shaU preside at the hearing in 
accordance with the terms of this order, 
the Commission's rules of practice and 
procedure, and the Federal Power Act. 

<E) The above named petitioners arc 
hereby permitted to Intervene in this 
proceeding, subject to the rules and 
regulations of the Commission: Provided , 
however. That participation of such 
intervenors shall be limited to the mat¬ 
ters affecting asserted rights and inter¬ 
ests specifically set forth in their peti¬ 
tions to Intervene: and Provided , further. 
That the admission of such intervenors 
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shall not bo construed as recognition by 
the Commission that they or any of them 
might bo aggrieved by any orders entered 
in this proceeding. 

<F) Any future change in rates re¬ 
sulting from application of the tax ad¬ 
justment clause of Dayton’s FPC Electric 
Tariff should bo accompanied by appro¬ 
priate data and computations showing 
the basis for the change in rate. 

(O) Within 30 days from the date of 
this order. Dayton shall file an amend¬ 
ment to its fuel cost adjustment clause 
in compliance with the requirements of 
Commission Opinion No. 633. as de¬ 
scribed above. 

(H) Nothing contained in this order 
shall relieve the applicant of any re¬ 
sponsibility imposed by the Economic 
Stabilization Act of 1970, (Public Law 
91-379, 84 Stat. 799. as amended by Pub¬ 
lic Law 92-15. 85 Stat. 38). or by any 
Executive Order or rules and regulations 
promulgated pursuant to such Act 

<I) The Secretary shall cause prompt 
publication of this order in the Federal 
Register. 

By the Commission. 

fSKALl Mary B. Kidd. 

Acting Secretary . 

IPR Doc.73-14670 Filed 7-i7-73;8:4S tin] 


(Docket No. E-6297| 

DELMARVA POWER AND LIGHT CO. 

New Facilities Agreement 

Jult 11, 1973. 

Take notice that on June 26, 1973, Del- 
marva Power and Light Company (DPL) 
tendered for filing an agreement to sell 
generation facilities to Philadelphia 
Electric Company (PE), becoming effec¬ 
tive on July 28. 1973. and lasting until 
April 30,1975. 

DPL states that the agreement not 
only transfers one-half the generating 
capacity at its Edge Moor #5 unit, but 
also provides for (1) construction of an 
interconnection between the electrical 
supply systems of both companies; (2) 
carrying charges to be paid to DPL by PE 
for DPL's remaining investment in the 
unit and maintenance of the unit; and 
<3) carrying charges to be paid by both 
companies to each other for use of the 
interconnection. 

Any person desiring to be heard or 
protest said application should file a 
petition to intervene or protest with the 
Federal Power Commission 825 North 
Capitol Street. N.E.. Washington. D.C., in 
accordance with the Commission’s rules 
of practice and procedure. All such peti¬ 
tions or protests should be filed on or be¬ 
fore July 19. 1973. Protests will be con¬ 
sidered by the Commission in determin¬ 
ing the appropriate action, but will not 
serve to make protestants parties to the 
proceeding. Any person wishing to be¬ 
come a party must file a petition to inter¬ 
vene. Copies of this application are on 
flic with the Commission and are avail¬ 
able for public inspection. 

Kenneth F. Plumb, 
Secretary. 

(FR Doc.73-14669 Filed 7-17-73:8:45 am] 


(Docket No. CI73-940| 

D. L HANNIFIN AND JOE DON COOK 
Notice of Application 

July 11.1973. 

Take notice that on June 29.1973, D. L. 
Hannifin, P.O. Box 182. Roswell. New 
Mexico 88201, and Joe Don Cook. P.O. 
Box 159, Roswell. New Mexico 88201. filed 
in Docket No. CI73-937 an application 
pursuant to section 7(c) of the Natural 
Gas Act for a certificate of public con¬ 
venience and necessity authorizing the 
sale for resale and delivery of natural gas 
in interstate commerce to El Paso Natu¬ 
ral Oas Company from the South Carls¬ 
bad Morrow Field. Eddy County. New 
Mexico, all as more fully set forth In the 
application which is on file with the 
Commission and open to public inspec¬ 
tion. 

Applicants state that they commenced 
the sale of natural gas on June 9. 1973. 
within the contemplation of 4 157.29 of 
the Regulations under the Natural Gas 
Act (18 CFR 157.29) and proposed to 
continue said sale for 14 months from 
said date within the contemplation of 
I 2.70 of the Commission ’s ge neral policy 
and Interpretations (18 CFR 2.70). Ap¬ 
plicants propose to sell approximately 
210,000 Mcf of gas per month at 55.0 
cents per Mcf at 14.65 psla. subject to 
upward and downward Btu adjustment. 

It appears reasonable and consistent 
with the public interest in this case to 
prescribe a period shorter than 15 days 
for the filing of protests and petitions 
to intervene. Therefore, any person de¬ 
siring to be heard or to make any protest 
with reference to said application should 
on or before July 24. 1973, file with the 
Federal Power Commission. Washington. 
D.C. 20426, a petition to intervene or a 
protest in accordance with the require¬ 
ments of the Commission's rules of prac¬ 
tice and procedure (18 CFR 1.8 or 1.10). 
All protests filed with the Commission 
will be considered by It In determining 
the appropriate action to be taken but 
will not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a proceed¬ 
ing or to participate as a party in any 
hearing therein must file a petition to 
intervene in accordance with the Com¬ 
mission’s Rules. 

Take further notice that, pursuant to 
the authority contained in and subject 
to the jurisdiction conferred upon the 
Federal Power Commission by section 7 
and 15 of the Natural Gas Act and the 
Commission's rules of practice and pro¬ 
cedure. a hearing will be held without 
further notice before the Commission on 
this application If no petition to inter¬ 
vene is filed within the time required 
herein, if the Commission on Its own re¬ 
view of the matter finds that a grant 
of the certificate is required by the pub¬ 
lic convenience and necessity. IX a peti¬ 
tion for leave to intervene Is timely filed, 
or if the Commission on Us own motion 
believes that a formal hearing is re¬ 
quired. further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 


unnecessary for Applicants to appear or 
be represented at the hearing. 

Kenneth P. Plumb. 

Secretary. 

|FR Doc.73-14589 Filed 7-17-78:8:45 am] 


(Docket No. CP73-347J 

LONE STAR GAS CO. 

Notice of Application 

July 10. 1973 

Take notice that on June 29,1973. Lone 
Star Gas Company (Applicant), 301 
South Harwood Street. Dallas, Tex.»s 
75201, filed in Docket No. CP73-347 an 
application pursuant to section 7 of the 
Natural Gas Act and i 157.7 (g) of the 
regulations thereunder (18 CFR 157.7 
<g> ) for a certificate of public conveni¬ 
ence and necessity authorizing the con¬ 
struction and for permission and ap¬ 
proval for the abandonment, tor the cal¬ 
endar year 1973. of field gas compression 
and related metering and appurtenant 
facilities, all as more fully set forth in the 
application which is on file with the Com¬ 
mission and open to public inspection. 

The purpose of this budget-type ap¬ 
plication is to augment Applicant's abil¬ 
ity to act with reasonable dispatch in the 
construction and abandonment of facili¬ 
ties which will not result in changim- 
Applicant's system salable capacity or 
service from that authorized prior to the 
filing of the Instant application. 

Applicant states that the total cost of 
. the proposed construction and abandon¬ 
ment will not exceed $700,000 with no 
single project costing in excess of 
$175,000. These costs will be financed 
from working funds. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before August 6. 
1973. file with the Federal Power Com¬ 
mission. Washington. D.C. 20426, a pe¬ 
tition to intervene or a protest in accord¬ 
ance with the requirements of the Com¬ 
mission's rules of practice and procedure 
<18 CFR 1.8 or 1.10) and the regulations 
under the Natural Gas Act (18 CFR 
157.10). All protests filed with the Com¬ 
mission will be considered by It in deter¬ 
mining the appropriate action to be 
taken but will not serve to make the pro¬ 
testants parties to the proceeding. Any 
person wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a petition 
to Intervene in accordance with the Com¬ 
mission's rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
the jurisdiction conferred upon the Fed¬ 
eral Power Commission by section 7 and 
15 of the Natural Gas Act and the Com¬ 
mission’s rules of practice and proce¬ 
dure. a hearing will be held without fur¬ 
ther notice before the Commission on 
this application If no petition to inter¬ 
vene is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that a grant 
of the certificate and permission and ap¬ 
proval for the proposed abandonment 
are required by the public convenience 
and necessity. If a petition for leave to 
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intervene Is timely Hied, or IT the Com¬ 
mission on its own motion believes that a 
formal hearing is required, further no¬ 
tice of such hearing will be duly given. 

Under the procedure herein provided 
for. unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Kenneth P. Plumb. 

Secretary. 

(PR Doc.73-14674 Piled 7-17-73:8:45 am) 


(Docket No. E-7734) 

MID-CONTINENT AREA POWER POOL 
AGREEMENT 

Extension of Time 

July 6, 1973. 

On May 31, 1973. Intervenors, Alexan¬ 
dria Board of Public Works, et al., pur¬ 
suant to an order of the Commission in 
tills proceeding \ filed its Status Report. 
On June 11. 1973. Alexandria hied a mo¬ 
tion for Further Extension of Time; on 
June 18. 1973, a Joint Answer in Oppo¬ 
sition to the Motion for Extension of 
Time was filed by participants; and on 
June 20. 1973. a response to the Joint 
Answer was filed by Alexandria. On 
June 25.1973, pursuant to section 1.12(c) 
of the Commission’s rules, Staff filed 
comments on these motions which sup¬ 
ported Alexandria's request for an ex¬ 
tension of time, provided the Presiding 
Administrative Law Judge has discretion 
to reduce the extension if he determines 
that such reduction Is appropriate under 
the circumstances. 

Alexandria, et al.. contend that this 
docket should not proceed to hearing or 
that it should not be required to submit 
testimony until the outstanding matters 
of document production have been re¬ 
solved. In light of the inability of Counsel 
to obtain a reasonable, voluntary agree¬ 
ment with respect to document produc¬ 
tion and inspection to be afforded the 
Intervenors, Alexandria requests that 
resolution be had by formal application 
to Judge Fribourg and that Judge Fri¬ 
bourg be permitted to move these mat¬ 
ters ahead in a timely manner. Alex¬ 
andria, et al., therefore, moved that this 
Commission grant an extension of ninety 
t90> days for submission of its case in 
chief, with discretion vested in the Pre¬ 
siding Administrative Law Judge to re¬ 
duce the requested extension if he deter¬ 
mines it is appropriate to do so.* 


‘ Order Denying Indefinite Extension of 
Time and Oran ting a Ninety Day Extension 
of Time. April 30. 1973. 

1 However. In Its response to the Joint 
Answer In opposition to the Motion for an 
extension of time. Alexandria, et al.. stated 
that pursuant to the order of this Comm is - 
Hon dated April 30,1973. It Is preparing direct 
testimony of several witnesses to be served 
on the parties to this proceeding by June 22. 
1973. Direct testimony was served on the 
parties to the proceeding on June 25. 1973. 
but Alexandria, et al.. reserved the right to 
a^rve testimony of additional witnesses or 
modify, revise or supplement such testimony 
m will be served under the present deadline. 


The extension requested by Alex¬ 
andria in its motion dated June 11, 1973 
is intended to provide Judge Fribourg 
and the parties with reasonable time to 
resolve the present disagreement with 
respect to document production and 
afford an adequate period to conclude 
this phase of the proceeding including 
preparation of additional direct testi¬ 
mony. 

Judge Fribourg is hereby ordered to 
set the matter for hearing and rule on 
the allowable scope of discovery and the 
relevancy of the requested documents. 
All other dates previously provided by 
the Commission for filing testimony and 
commencing hearing arc hereby extended 
accordingly. 

The Commission finds: 

It is appropriate and in the public in¬ 
terest to grant intervenors a 90 day ex¬ 
tension of time for the filing of prepared 
testimony'. 

The Commission orders: 

(A) Alexandria, et al., are hereby 
granted a 90 day extension of time, for 
the additional filing of prepared testi¬ 
mony. Accordingly, all additional dates 
previously set by the Commission for fil¬ 
ing of the Company’s and Staff’s testi¬ 
mony and the Commencement of Hear¬ 
ing will also be extended for 90 days. 

<B> The extension of time granted by 
this Commission will be for a 90 day pe¬ 
riod. without prejudice to the Adminis¬ 
trative Law Judge reducing the 90 day 
period if he in his discretion determines 
that amended testimony should be sub¬ 
mitted earlier than the 90 day period. 

(C) Alexandria, et al., shall file with 
the Commission a report on or before 
August 17, 1973. on the progress and 
status of the revisions of its request for 
documents with respect to that date and 
other steps that it has taken with respect 
to these proceedings. 

(D) All requests not specifically 
granted by this order ore hereby denied. 

By the Commission. 

(seal) Mary B. Kidd, 

Acting Secretary . 

(PR Doc.73-14006 Filed 7-17-73:8:45 am) 


(Docket No. CP73-345) 

MIDWESTERN GAS TRANSMISSION CO. 

AND PANHANDLE EASTERN PIPE LINE 

CO. 

Notice of Application 

July 10. 1973. 

Take notice that on June 28. 1973, 
Midwestern Gas Transmission Company 
♦ Midwestern», P.O. Box 2511. Houston. 
Texas 77001, and Panhandle Eastern 
Pipe Line Company (Panhandle). P.O. 
Box 1642, Houston. Texas 77001. filed in 
Docket No. CP73-345 an application pur¬ 
suant to section 7(c) of the Natural Gas 
Act for a certificate of public convenience 
and necessity authorizing the exchange 
of natural gas between them and the con¬ 
struction and operation of certain facili¬ 
ties therefor, all as more fully set forth 
In the application which Is on file with 
the Commssion and open to public 
inspection. 


It Is stated that Peoples Gas Light and 
Coke Company <Peoples), a customer of 
Midwestern, buys and sells natural gas 
for domestic, commercial, and industrial 
consumption in the City of Chicago. Illi¬ 
nois, and that Peoples has undertaken 
an underground storage exploration and 
testing program in Edgar County. Illi¬ 
nois. Peoples desires to have a portion 
of the gas purchased from Midwestern 
at Joliet. Illinois, delivered, instead, to 
it for testing purposes in Edgar County. 

Panhandle and Midwestern, pursuant 
to an agreement dated June 5, 1972, as 
amended July 13. 1972, and April 19. 
1973. propose to exchange up to 10,000 
Mcf of gas per day for two years without 
monetary compensation. Panhandle pro¬ 
poses to deliver gas to Peoples at its 
existing 6-inch blow-off valve on Its F- 
200 pipeline in Edgar County and receive 
equivalent volumes of gas from Mid¬ 
western at the interconnection of its 
and Midwestern’s existing 24-inch pipe¬ 
line in Edgar County. Midwestern states 
that it will reduce its current deliveries 
to Peoples at the Joliet delivery point 
by the quantity of gas delivered to Pan¬ 
handle for redelivery to Peoples In Ed¬ 
gar County, The exchange agreement 
provides for deliveries on a volume basis 
without adjustment for the thermal con¬ 
tent of the gas. Imbalances in deliveries 
will be corrected monthly. 

It is stated that Peoples will either 
construct or reimburse Panhandle and 
Midwestern for the construction of cer¬ 
tain taps, side valves, and gas measure¬ 
ment facilities at the point of intercon¬ 
nection between Panhandle’s and Mid¬ 
western's pipelines and that upon com¬ 
pletion of the proposed construction 
Panhandle and Midwestern will each 
own and operate the proposed facilities. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before August 6, 
1973. file with the Federal Power Com¬ 
mission, Washington. D C. 20426, a peti¬ 
tion to intervene or a protest in accord¬ 
ance with the requirements of the Com¬ 
mission's rules of practice and procedure 
(18 CFR 1.8 or 1.10) and the Regulations 
under the Natural Gas Act (18 CFR 157.- 
10). All protests filed with the Commis¬ 
sion will be considered by it in determin¬ 
ing the appropriate action to be taken 
but will not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a proceed¬ 
ing or to participate as a party in any 
hearing therein must file a petition to 
intervene in accordance with the Com¬ 
mission's rules. 

Take further notice that, pursuant to 
the authority contained In and subject 
to the Jurisdiction conferred upon the 
Federal Power Commission by sections 
7 and 15 of the Natural Oas Act and the 
Commission's rules of practice and pro¬ 
cedure, a hearing will be held without 
further notice before the Commission 
on Uiis application if no petition to inter¬ 
vene Ls filed within the time required 
herein, if the Commission on its own re¬ 
view of the matter finds that a grant of 
the certificate is required by the public 
convenience and necessity. If a petition 
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for leave to intervene is timely filed, or 
if the Commission on its own motion be¬ 
lieves that a formal hearing is required, 
further notice of such hearing will be 
duly given. 

Under the procedure herein provided 
for. unless otherwise advised, it will be 
unnecessary for Applicants to appear or 
be represented at the hearing. 

Kenneth P. Plumb. 

Secretary . 

(PR Doc.73-14073 Filed 7-17-73:8:45 am) 


(Docket No. CP73-34B) 

NATURAL GAS PIPELINE OF AMERICA 
Notice of Application 

July 10. 1973. 

Take notice that on June 29. 1973. 
Natural Gas Pipeline of America (Ap¬ 
plicant). 122 South Michigan Avenue. 
Chicago, Illinois 60603, filed in Docket 
No. CP73-348 an application pursuant to 
section 7(c) of the Natural Gas Act for 
a certificate of public convenience and 
necessity authorizing the replacement of 
a portion of tat) parallel 30-inch pipe¬ 
lines with two parallel 36-inch pipelines 
on Applicant's Gulf Coast line, all as 
more fully set forth in the application 
which is on file with the Commission and 
open to public inspection. 

Applicant states that Commonwealth 
Edison Company (Commonwealth Edi¬ 
son) is constructing an electric generat¬ 
ing plant and a 1990 acre cooling lake 
in Grundy County, Illinois, and said lake 
will inundate approximately 1.61 miles 
of Applicant's two existtng 30-lnch main 
pipelines in Grundy County. Applicant 
proposes to replace these portions of said 
pipelines with two 36-inch heavy wall 
pipelines that are properly weighted to 
provide sufficient negative buoyancy for 
the continued safe operation of the Gulf 
Coast line. The estimated cost of the 
replacement is $1,353,000 which will be 
financed from funds on hand. It is stated 
that Commonwealth Edison will reim¬ 
burse Applicant $1,156,200 for the pro¬ 
posed replacement. 

The Gulf Coast line presently consists 
of the two parallel 30-inch pipelines 
which are partially looped with a third 
36-inch pipeline. The 36-inch line termi¬ 
nates approximately 15.3 miles upstream 
from the proposed area of replacement. 
Applicant states that should it be re¬ 
quired at some future date to extend the 
36-inch loop beyond the area of the cool¬ 
ing lake, construction would be signifi¬ 
cantly affected by the exlstonce of the 
lake and that, therefore, Applicant has 
determined that the most economical 
and prudent solution would be to elimi¬ 
nate the need for an extension of the 
third loop line through the inundated 
area by using the 36-inch pipe at this 
time. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before August 6. 
1973. file with the Federal Power Com¬ 
mission. Washington. D.C. 20426, a peti¬ 
tion to Intervene or a protest in accord¬ 
ance with the requirements of the Com¬ 


mission’s rules of practice and procedure 
(18 CFR 1.8 or 1.10) and the Regulations 
under the Natural Gas Act (18 CFR 
157.10). All protests filed with the Com¬ 
mission will be considered by it in deter¬ 
mining the appropriate action to be taken 
but will not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a proceed¬ 
ing or to participate as a party in any 
hearing therein must file a petition to 
intervene in accordance with the Com¬ 
mission's rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
the jurisdiction conferred upon the Fed¬ 
eral Power Commission by sections 7 and 
15 of the Natural Gas Act and the Com¬ 
mission’s rules of practice and procedure, 
a hearing will be held without further 
notice before the Commission on this ap¬ 
plication if no petition to intervene is 
filed within the time required herein, if 
the Commission on its own review* * of the 
matter finds that a grant of the certifi¬ 
cate is required by the public convenience 
and necessity. If a petition for leave to 
intervene is timely filed, or if the Com¬ 
mission on its own motion believes that 
a formal hearing is required, further 
notice of such hearing will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicant to appear or be 
represented at the hearing. 

Kenneth F. Plumb. 

Secretary . 

(FR Doc.73-14671 Piled 7-17-73:8:45 am| 


(Docket No. B-8176| 

SOUTHERN CALIFORNIA EDISON CO. 

Suspension of Proposed Rate Increase 

July 6. 1973. 

Southern California Edison Company 
(Edison) on May 8, 1973. tendered for 
filing 15 Supplements to Us FPC Rate 
Schedules applicable to its seven small 
resale (R-l) and five large resale (Rr-2) 
customers. 1 The proposed rate changes 
which would become effective on July 7, 
1973, would Increase annual revenues 
from jurisdictional sales and service by 
an estimated $335,088 (46.6%) increase 
to R-l customers, and $17,631,941 
(51.2%) to Rr-2 customers, an overall 
increase of 51.1 percent, based upon sales 
forecasted for the twelve month period 
ending June 30. 1974. The proposed 
increase ranges from 23.9 percent to 49.3 
percent for the R-l customers and from 
38.6 percent to 52.2 percent for the R-2 
customers." 

The proposed changes in the R-l 
schedule include Increased demand 
charges In all blocks, elimination of a 
40,000 kW block after 10,000 kW billing 
demand (which does not affect any cus¬ 
tomer at present). and increased energy 


1 The subject rate filing and rate schedule 
supplements are more specifically described 
In Appendix A hereto. 

• percentages exclude the proposed Increase 
in charge for “added facllitiea M of $1,476 to 
the City of Axuxa. California. 


charges In all blocks. Proposed changes 
in the R-2 schedule Include Increased 
demand charges in all blocks, elimination 
of the 40.000 kW billing demand block 
after the first 10,000 kW billing demand 
(which affects all customers on the R-2 
rate) and Increased energy charges in 
all blocks. 

In addition to the changes in basic 
rates. Edison proposes to change the 
added facilities charge rule of the De¬ 
scription of 8ervtce, of both R-l and R-2 
rate schedules. This change would in¬ 
crease the monthly charge from 1.25 per¬ 
cent of "• • • the added investment as 
determined by the utility • • to 1.50 
percent. At present, this change w*ould 
only affect billings to the City of Azu*y\ 

In support of the proposed rate In¬ 
crease. Edison states that its existing 
rates were made effective as of Novem¬ 
ber 14, 1971, pursuant to Commiftdcn 
Opinion No. 654. Issued March 19.1973, in 
Docket No. E-7618, and that on the basis 
of the cost study* for the year 1972, pre¬ 
sented in Its rate filing. Edison’s earned 
rate of return was 0.6 percent, as ad¬ 
justed. Edison states that the proposed 
increased rates would produce a rate of 
return of 5.7 percent, including 5.5 per¬ 
cent for common equity. The adjust¬ 
ments to jurisdictional cost of service 
reflected in the supporting statement 
include: increase in labor expense, cost 
of fuel, research and development. State 
and local taxes and exclusive use costs 
Edison requests that if the rate filing be 
suspended, it be suspended for one day 
only, asserting that the proposed rates 
will yield a rate of return of only 5.7 
percent, whereas, it claims, a rate of re¬ 
turn of 8.3 percent is justified. Copies of 
the rate filing were served upon Edison s 
12 jurisdictional customers and inter¬ 
ested 8tate commissions. The Commis¬ 
sion issued notice of the filing on June 7 
which was published in the Fedeha: 
Register on June 14.1973. (38 FR 15666>. 

Several petitions to intervene have 
been filed. These will be acted upon by 
subsequent order. Certain petitioner 
contend that the rate Increase should be 
rejected for filing requirements deficien¬ 
cies and some request that the proposed 
rates be suspended for the five-months 
statutory period." Our review of the filing 
and the pleadings Indicates that the fil¬ 
ing satisfactorily complies with our filing 
requirements and that there is no Justifi¬ 
cation for a five-month suspension. 

Our review of Edison's rate filing and 
the pleadings filed indicates that the pro¬ 
posed increased rates and charges raise 
issues which require development in an 
evidentiary hearing. The proposed in¬ 
creased rates and charges have not been 
shown to be Just and reasonable and may 
be unjust, unreasonable, unduly dis¬ 
criminatory or preferential or otherwise 
unlawful. 


• Numerous letters and telegrams have been 
received from cltlsens. school districts, and 
commercial and Industrial interests, object¬ 
ing to the rate Increase and asking that the 
rates be suspended for five months. 
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The Commission finds: 

It is necessary and appropriate in the 
public Interest and to aid In the enforce¬ 
ment of the provisions of the Federal 
Power Act that the Commission enter 
upon a hearing concerning the lawfulness 
of the rates and charges contained in 
Edison’s FPC Electric Rate Schedules as 
projiosed to be amended, and that the 
proposed rate schedule supplements de¬ 
scribed above be accepted for filing, sus¬ 
pended and their use deferred as here¬ 
inafter provided. 

The Commission orders: 

(A) Pursuant to the authority of the 
Federal Power Act, the Commission's 
rules of practice and procedure, and the 
regulations Under the Federal Power Act. 
<18 CFR, Chapter 1) a public hearing 
shall be held, commencing with a pre- 
hearing conference, on November 29, 
1&73, at 10:00 A.M. (EST) in a hearing 
room of the Federal Power Commission. 
825 North Capitol Street. N.E.. Washing¬ 
ton. DC. 20426, concerning the lawful¬ 
ness of the rates, charges, classifications 
and services contained in Edison's FPC 
Electric Rate Schedules, as proposed to 
be amended by the supplements de¬ 
scribed above. 

(B) Pending hearing and decision 
thereon. Edison's proposed Rate Sched¬ 
ule Supplements, described above, and 
the rates and charges therein contained, 
as filed on May 8, 19T3, are hereby sus¬ 
pended and the use thereof deferred until 
September 7.1973. 

(C) The Commission staff will serve 
lti> direct case on or before November 9. 


(Docket No. Cm-935) 

STEPHENS PRODUCTION CO. 

Notice of Application 

July 11. 1973. 

Take notice that on June 27, 1973, 
Stephens Production Company (Appli¬ 
cant) . 115 North 12th 8treei. Port Smith. 
Arkansas 72901. filed In Docket No. 
C173-935 an application pursuant to sec¬ 
tion 7(c) of the Natural Gas Act for a 
certificate of'public convenience and 
necessity authorizing the sale for resale 
and delivery of natural gas in interstate 


1973. Interveners will serve their direct 
case on or before November 23. 1973. At 
the Prehearing Conference on Novem¬ 
ber 29.1973. Edison’s prepared testimony 
(Statement P). as its case-in-chief, to¬ 
gether with its entire rate filing, and ail 
testimony and exhibits served by the 
other parties shall be admitted to the 
record, subject to appropriate motions 
of the parties. Edison may serve rebuttal 
evidence on or before December 14. 1973. 
Cross-examination of witnesses shall 
commence at 10:00 A.M. (EST) on 
January 8,1974. 

(D) An Administrative Law Judge to 
be designated by the Chief Administra¬ 
tive Law Judge for that purpose (18 CFR 
3.5(d)) shall preside at the hearing ini¬ 
tiated by this order, and shall conduct 
such hearing in accordance with the 
terms of this order, and the Commis¬ 
sion’s rules of practice and procedure, 
and the Federal Power Act. 

(E) Nothing contained in this order 
shall relieve the applicant of any respon¬ 
sibility imposed by the Economic Stabili¬ 
zation Act of 1970, (Public Law 91-379. 
84 Stat. 799. as amended by Public Law 
92-15. 85 Stat. 38), or by any Executive 
Order or rules and regulations promul¬ 
gated pursuant to such Act. 

(F) The Secretary shall cause prompt 
publication of this order to be made In 
the Federal Register. 

By the Commission. 


commerce to Arkansas Louisiana Gas 
Company from the Mathers Ranch Field. 
Hemphill County. Texas, all as more fully 
set forth in the application which is on 
file with the Commission and open to 
public inspection. 

Applicant proposes to sell approxi¬ 
mately 56.250 Mcf of gas per month for 
one year at 35.0 cents per Mcf at 14.65 
psla, subject to upward and downward 
Btu adjustment, within the contempla¬ 
tion of $ 2.70 of the Commission’s Gen¬ 
eral Policy and Interpretations (18 CFR 
2.70). 


It appears reasonable and consistent 
with the public interest in this case to 
prescribe a period shorter than 15 day s 
for the filing of protests and petitions to 
Intervene. Therefore, any* person desir¬ 
ing to be heard or to make any protest 
with reference to said application should 
on or before July 24. 1973, file with the 
Federal Power Commission. Washington, 
D.C. 20426. a petition to intervene or a 
protest in accordance with the require¬ 
ments of the Commissio n’s r ules of prac¬ 
tice and procedure (18 CFR 1.8 or 1.10). 
All protests filed with the Commission 
will be considered by It in determining 
the appropriate action to be taken but 
will not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party In any hear¬ 
ing therein must file a petition to inter¬ 
vene in accordance with the Commis¬ 
sion's Rules. 

Take further notice that, pursuant to 
the authority contained in and subject 
to the jurisdiction conferred upon the 
Federal Power Commission by sections 
7 and 15 of the Natural Gas Act and the 
Commission’s rules of practice and pro¬ 
cedure. a hearing will be held without 
further notice before the Commission 
on this application If no petition to In¬ 
tervene is filed within the time required 
herein, if the Commission on Its own 
review of the matter finds that a grant 
of the certificate is required by the pub¬ 
lic convenience and necessity. If a peti¬ 
tion for leave to Intervene is timely filed, 
or If the Commission on its own motion 
believes that a formal hearing is re¬ 
quired, further notice of such hearing 
will be duly given. 

Under the procedure heroin provided 
for, unless otherwise advised. It will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Kenneth P. Puma. 

Secretary. 

|FR Doc.73-14591 Flit*! 7-17-73:8:45 am] 


(Docket No. CI73-912I 
SUN OIL COMPANY 
Notice of Application 

July 10. 1973. 

Take notice that on June 22. 1973. 
Sun Oil Company (Applicant). P.O. Box 
2880, Dallas. Texas 75221. filed in Docket 
No. CI73-912 an application pursuant to 
section 7(c) of the Natural Gas Act for 
a certificate of public convenience and 
necessity authorizing the sale for resale 
and delivery of natural gas in interstate 
commerce to United Gas Pipe Line Com¬ 
pany from the North Bayou Fer Blanc 
Field. LoFourclic Parish, Louisiana, all 
as more fully set forth in the application 
which is on file with the Commission and 
open to public inspection. 

Applicant states that it commenced 
the sale of natural gas on June 13. 1973. 
within the contemplation of $ 157.29 of 
the Regulations under the Natural Gas 
Act (18 CFR 157.29) and proposes to 
continue said sale for one year from the 
end of the stxty-dAy emergency period 
within the contemplation of section 2.70 


(SEAL] 


Mary B. Kidd. 
Acting Secretory. 
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of the Commission’s general policy and 
interpretations < 18 CFR 2.70). Applicant 
proposes to sell up to 600 Mcf of gas per 
day at 50.0 cents per Mcf at 15.025 psio, 
subject to upward and downward Btu 
adjustment. Applicant expects to sell ap¬ 
proximately 20,000 Mcf per month. Ap- 
ilcant states it is willing to accept a cer¬ 
tificate conditioned to a rate of 45.0 cents 
per Mcf at 15.025 psia. 

It appears reasonable and consistent 
with the public Interest In this case to 
prescribe a period shorter than 15 days 
for the filing of protests and petitions to 
intervene. Therefore, any person desir¬ 
ing to be heard or to make any protest 
with reference to said applications should 
on or before July 23, 1973. file with the 
Federal Power Commission. Washington. 
D.C, 20426. a petition to Intervene or a 
protest in accordance with the require¬ 
ments of the Commissio n's r ules of prac¬ 
tice and procedure <18 CFR 1.8 or 1.10). 
All protests filed with the Commission 
will be considered by it in determining 
the appropriate action to be taken but 
will not serve to moke the protestants 
parties to the proceeding. Any person 
wishing to become a party to a proceed¬ 
ing or to participate as a party in any 
hearing therein must file a petition to 
intervene in accordance with the Com¬ 
mission's Rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
the jurisdiction conferred upon the Fed¬ 
eral Power Commission by section 7 and 
15 of the Natural Gas Act and the Com¬ 
mission's rules of practice and procedure, 
a hearing will be held without further 
notice before the Commission on this ap¬ 
plication if no petition to intervene is 
filed within the time required herein, if 
the Commission on its own review of the 
matter finds that a grant of the certifi¬ 
cate is required by the public convenience 
and necessity If a petition for leave to 
intervene is timely filed, or if the Com¬ 
mission on its own motion believes that a 
formal hearing is required, further notice 
of such hearing will be duly given. 

Under the procedure herein provided 
for. unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Kenneth F. Plumb, 

Secretary. 

[FR Doc.73-14595 Filed 7-17-73:8:45 ami 


|Docket No. C173-925) 

TEXAS AMERICAN OIL CORP. ET AL 
Notice of Application 

July 10. 1973. 

Take notice that on June 28. 1973, 
Texas American Oil Corporation, et at. 
(Applicant)* Suite 1012, 300 West Wall, 
Midland, Texas 79701. filed In Docket 
No. CI73-925 an application pursuant to 
section 7(0 of the Natural Gas Act for 
a certificate of public convenience and 
necessity authorizing the sale for resale 
and delivery of natural gas in Interstate 
commerce to El Paso Natural Gas from 
acreage in the Lower Penn Field. Eddy 
County. New* Mexico, all as more fully set 
forth in the application which is on file 


with the Commission and open to public 
inspection. 

Applicant proposes to commence the 
sale of natural gas, upon the completion 
of the construction of gathering line fa¬ 
cilities, within the contemplation of 
S 157.29 of the Regulations under the 
Natural Gas Act <18 CFR 157.299) and 
proposes to continue said sales for two 
years from the end of the sixty-day 
emergency period within the contempla¬ 
tion of $ 2.70 of the Commission's gen¬ 
eral policy and interpretations <18 CFR 
2.70). Applicant proposes to sell up to 
3,000 Mcf of gas per day at 45.0 cents 
per Mcf at 14.65 paia, subject to upward 
and downward Btu adjustment. Initial 
upw’ard Btu adjustment is estimated at 
2.25 cents per Mcf. 

It appears reasonable and consistent 
with the public interest In this case to 
prescribe a period shorter than 15 days 
for the filing of protests and petitions to 
Intervene. Therefore, any person desir¬ 
ing to be heard or to make any protest 
with reference to said application should 
on or before July 23, 1973, file with the 
Federal Power Commission. Washington, 
DC. 20426, a petition to intervene or a 
protest in accordance with the require¬ 
ments of the Commission’s rules of prac¬ 
tice and procedure <18 CFR 1.8 or 1.10). 
All protests filed with the Commission 
will be considered by it in determining 
the appropriate action to be taken but 
will not serve to make the protestants 
parties to the proceeding. Any persons 
wishing to become a party to a proceed¬ 
ing or to participate as a party In any 
hearing therein must file a petition to 
intervene in accordance with the Com¬ 
mission's rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
the Jurisdiction conferred upon the Fed¬ 
eral Power Commission by sections 7 and 
15 of the Natural Gas Act and the Com¬ 
mission's Rules of Practice and Proce¬ 
dure. a hearing will be held without fur¬ 
ther notice before the Commission on 
this application if petition to intervene is 
filed within the time required herein, if 
the Commission on its own review* of the 
matter finds that a grant of the certifi¬ 
cate is required by the public conven¬ 
ience and necessity. If a petition for 
leave to intervene is timely filed, or if 
the Commission on its own motion be¬ 
lieves that a formal hearing is required, 
further notice of such hearing will be 
duly given. 

Under the procedure herein provided 
for. unless otherwise advised. It will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Kenneth F. Plumb. 

Secretary . 

|FR Doc.73-14598 Filed 7-17-73:8:45 am) 


(Docket No. CP73-346) 

TRUNKLINE GAS CO. 

Notice of Application 

July 10. 1973. 

Take notice that on June 28, 1973, 
Trunkline Gas Company (Applicant), 


P.O. Box 1642, Houston. Texas 77001. 
filed in CP73-346 an application pur¬ 
suant to section 7 of the Natural Gas 
Act and $ 157. 7<g) of the regulations 
thereunder <18 CFR 157.7(g)) for a cer¬ 
tificate of public convenience and neces¬ 
sity authorizing the construction and 
for permission and approval for the 
abandonment, for a 12-month period 
commencing on the date of issuance of 
such certificate, of field gas compression 
and related metering and appurtenant 
facilities, all as more fully set forth in 
the application which is on file with 
the Commission and open to piibik 
inspection. 

The purpose of this budget-type ap¬ 
plication is to augment Applicant s abil¬ 
ity to act with reasonable dispatch in 
the construction and abandonment of 
faculties which will not result in chang¬ 
ing Applicant’s salable capacity or 
service from that authorized prior to 
the filing of the Instant application. 

Applicant states that the total cost of 
tho proposed construction and abandon¬ 
ment will not exceed $3,000,000 and the 
cost for any single project will not exceed 
$500,000. These costs will be financed 
from funds on hand. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before August 6. 
1973. file with the Federal Power Com¬ 
mission. Washington. D.C. 20426, a peti¬ 
tion to intervene or a protest in accord¬ 
ance with the requirements of the Com¬ 
mission's rules of practice and procedure 
<18 CFR 1.8 or 1.10> and the regulations 
under the Natural Gas Act <18 CFR 
157.10). AU protests filed with the Com¬ 
mission will be considered by it in deter¬ 
mining the appropriate action to be 
taken but will not serve to make the pro¬ 
testants parties to the proceeding Any 
person wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a petition 
to intervene in accordance with the Com¬ 
mission's rules. 

Take further notice that, pursuant to 
the authority contained in and subject 
to the jurisdiction conferred upon the 
Federal Pow*er Commission by section? 7 
and 15 of the Natural Gas Act and the 
Commission's rules of practice and 
procedure, a hearing wiU be held without 
further notice before the Commission on 
this application if no petition to inter¬ 
vene Is filed within the time required 
herein, if the Commission on its own re¬ 
view of the matter finds that a grant of 
the certificate and permission and ap¬ 
proval for the proposed abandonment 
are required by the public convenience 
and necessity. If a petition for leave to 
intervene is timely filed, or if the Com¬ 
mission on its own motion believes that 
a formal hearing is required, further 
notice of such hearing will be duly given 

Under the procedure herein provided 
for. unless otherwise advised. It will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

KENinrrH F. Plumb. 

Secretary 

[FR Doc.73-14670 FUed 7-17-73:8:46 am) 
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(Docket Ha CTO-740) 

WESTERN OIL PRODUCERS, INC. 

Extension of Time and Postponement of 
Hearing 

July 11, 1973. 

On July 6. 1973, El Paso Natural Gas 
Company filed a motion for an extension 
of the procedural dates established by 
the order issued June 29. 1973. In the 
above-designated matter. The motion 
states that staff counsel does not oppose 
the request. On July 7. 1973. Western Oil 
Producers also requested on extension 
of the procedural dates. 

Upon consideration, notice is hereby 
given that the procedural dates arc post¬ 
poned as follows: 

Scrrloe of testimony end exhibits July 30. 

1973. 

Hearing August 6. 1973 <10:00 am.. e.d.t.) 

Kenneth P. Plumb. 

Secretary. 

[FR Doc,73-14607 Plied 7-17-73:9:45 am) 

FEDERAL RESERVE SYSTEM 

CITIZENS BANK OF POQUOSON 

Order Approving Application for Merger of 
* Banks 

Before the Federal Reserve Bank of 
Richmond acting under delegated au¬ 
thority from the Board of Governors of 
the Federal Reserve System. 

Citizens Bank of Poquoson. Poquoson. 
Virginia (“Poquoson Bank”), a member 
State bank of the Federal Reserve Sys¬ 
tem. has applied to the Board of Gov¬ 
ernors of the Federal Reserve System for 
prior approval pursuant to the Bank 
Merger Act (12 UB.C. 1828(c)) to merge 
with First Virginia Bank of the Peninsula 
< Peninsula Bank” >. also a member State 
bank of the Federal Reserve System, the 
resulting bank to continue as a member 
SUite bank under the charter of Poquo¬ 
son Bank with the name of Peninsula 
Bank. As an incident to the merger, the 
existing office and approved but un¬ 
opened branches of Peninsula Bank, 
along with an approved but unopened 
branch of Poquoson Bank, would become 
authorized branch offices of the result¬ 
ing bank. 

As required by the Bank Merger Act, 
notice of the proposed merger, in form 
approved by the Board of Governors, has 
been published and reports on competi¬ 
tive factors have been requested from the 
Attorney General, the Comptroller of the 
Currency, and the Federal Deposit In¬ 
surance Corporation. 

The Federal Reserve Bank of Rich¬ 
mond (“Reserve Bank**) has considered 
the application and all comments and re¬ 
ports received in the light of the factors 
set forth in the Bank Merger Act. and 
finds that: 

L Both Poquoson Bank and Peninsula 
Bank are wholly-owned subsidiaries of 
First Virginia Bankshares Corporation. 
Falls Church, Virginia (“First Virginia'*), 
a registered bank holding company. Po¬ 
quoson Bank, originally organized in 
1924, was acquired by First Virginia in 


January 1970; Peninsula Bank was 
opened in August 1971, as a subsidiary 
of First Virginia. 

2. As of December 31, 1972, First Vir¬ 
ginia. with deposits of $706 million, was 
the sixth largest banking organization in 
Virginia, holding 6 6 percent of total 
commercial bank deposits In the State. 

3. Deposits of Poquoson Bank as of 
March 31. 1973. were $9,571,000. It has 
only one office at present, but has re¬ 
ceived approval to establish a branch In 
the city of Williamsburg, about 22 miles 
northwest of the location of its existing 
office. Peninsula Bank had deposits of 
$2,227,000 as of the same date, and op¬ 
erates a single office in the city of Hamp¬ 
ton. Two branch offices haw been 
approved to be located In the adjacent 
city of Newport News. 

4. The relevant geographic market for 
purposes of the proposed merger is the 
Newport News—Hampton SMSA. which 
includes York County except for the ex¬ 
treme northern sections, in addition to 
the cities of Newport New and Hampton. 
Poquoson Bank and Peninsula Bank 
each operate one office in this area. and. 
as noted. Peninsula Bank has received 
permission to open two additional offices. 
Both banks are owned by First Virginia, 
and were acquired with prior approval of 
the Board of Governors. Combined, the 
two banks ranked eighth out of 12 bonk¬ 
ing organizations competing in the rele¬ 
vant market on June 30.1972. accounting 
for only 2.7 percent of total deposits. The 
merger would have no adverse effect on 
banking competition. 

5. The financial and managerial re¬ 
sources and the future prospects of the 
two banks proposing to merge and the 
resulting Institution have been consid¬ 
ered. There are some asset problems in 
Poquoson Bank of which First Virginia 
is aware and to which it is giving appro¬ 
priate attention. With the addition of the 
experienced management of Peninsula 
Bank, it is believed that the condition 
of the resulting bank would be generally 
satisfactory. Economies to be derived 
from merger of the two banks should en¬ 
hance the future prospects of the result¬ 
ing institution. 

6. Both the Newport News—Hampton 
SMSA and the city of Williamsburg are 
among the more rapidly growing aroas 
of the State. Although the consolidated 
bank will not provide any new services, 
the convenience and needs of the com¬ 
munities will be equally as well served by 
the resulting bank as by the two separate 
institutions, and perhaps will be better 
served in light of the possible economies 
of scale that may result. 

On the basis of the record in this case, 
the application is approved for the rea¬ 
sons summarized above. However, the 
transaction shall not be consummated 

(a) before the thirtieth calendar day fol¬ 
lowing the effective date of this order or 

(b) later than three months after the 
date of this order, unless such period Is 
extended for good cause by the Board of 
Governors of the Federal Reserve Sys¬ 
tem or by the Federal Reserve Bank 
of Richmond pursuant to delegated 
authority. 


By order of the Federal Reserve Bank 
of Richmond, acting pursuant to dele¬ 
gated authority for the Board of Gov¬ 
ernors of the Federal Reserve 8yslem. 
effective June 28, 1973. 

rsxALl Robert P. Black. 

First Vice President . 

(FR Doc.73-14913 Filed 7-17-73:9:45 am) 


FIRST COMMERCE CORP. 

Order Approving Acquisition of Money, 

lnc»; E-Z Finance Plan of Biloxi. Inc„ and 

E-Z Finance Plan of Gulfport, Inc. 

First Commerce Corporation. New 
Orleans. Louisiana, a bank holding 
company within the meaning of the 
Bank Holding Company Act, has applied 
for the Board’s approval, under section 
4(c)(9) of the Act and I 225.4(b) <2> of 
the Board’s Regulation Y, to acquire all 
of the voting shares of Money. Inc,. New 
Orleans. Louisiana: E-Z Finance Plan of 
Biloxi. Inc.. Biloxi. Mississippi; and E-Z 
Finance Plan of Gulfport, Inc.. Gulfport. 
Mississippi (“Companies**). All of the 
companies engage in the activity of mak¬ 
ing or acquiring consumer loans or other 
extensions of credit. In addition, the 
Louisiana companies engage in the activ¬ 
ity of acting as insurance agent or 
broker in the sale of credit life, accident 
and health insurance incident to exten¬ 
sions of consumer credit. Such activi¬ 
ties have been determined by the Board 
to be closely related to the business of 
banking (12 CFR 225.4(a) (1).49)). The 
Louisiana companies have not applied 
for permission to engage in the sale of 
property insurance; and the Mississippi 
companies are not presently engaged in 
any insurance activities. 

Notice of the application, affording op¬ 
portunity for interested persons to sub¬ 
mit comments and views on the public 
interest factors, has been duly published 
<38 FR 14203). The time for filing com¬ 
ments and views has expired, and none 
has been timely received. 

Applicant controls one banking subsid¬ 
iary. First National Bank of Commerce. 
New Orleans. Louisiana (“Bank’*>. which 
is the second largest bank In the New 
Orleans SMSA. Bank’s deposits of $573 
million, represent approximately 20 per 
cent of the total deposits In commercial 
banks in this area. (All banking data 
are as of June 30. 1972.) 

Money. Inc. is based and operates en¬ 
tirely In Louisiana, while the other two 
companies are based and operate en¬ 
tirely in Mississippi. The Mississippi 
companies have a total of six offices, 
vrtiile the Louisiana company has 11 
offices, five of which are located in the 
banking market in which Bank is lo¬ 
cated. These five offices had $1.3 million 
In consumer loans outstanding in 1972: 
Bank had $8 million in consumer loans 
outstanding. representing approxi¬ 
mately 12 per cent of the total bank- 
originated consumer loans In the SMSA. 

Although Bank and Money. Inc. both 
compete for consumer loan business in 
New* Orleans, it appears that consumma¬ 
tion of the proposed acquisition would 
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not have a significant effect on existing 
competition since Applicant’s share of 
the consumer loan business in the mar¬ 
ket would be Increased only slightly. 
Moreover, a substantial number of inde¬ 
pendent competitors would remain in 
the market. There are approximately 100 
consumer finance companies which com¬ 
pete in the New Orleans area, and many 
of these companies have national affilia¬ 
tion. Those offices of Money, Inc. located 
outside of the New Orleans SMSA do not 
presently compete with any of Appli¬ 
cant's subsidiaries. Furthermore, it does 
not appear likely that significant com¬ 
petition would develop in the future be¬ 
tween such offices and any of Applicant’s 
subsidiaries. 

None of Applicant's subsidiaries pres¬ 
ently competes in any market in which 
offices of the Mississippi companies are 
located; nor does it appear likely that 
any significant competition would de¬ 
velop in the future, due to the distances 
involved. The Mississippi companies, 
combined, ranked seventeenth among 
the twenty largest consumer finance 
companies In Mississippi in 1971. Con¬ 
summation of the transaction should 
increase the financial resources avail¬ 
able to each of the companies. The In¬ 
troduction of management expertise and 
sophisticated operating systems by Ap¬ 
plicant should enable the companies to 
better serve their respective markets. Ac¬ 
cordingly, the Board concludes that 
competitive considerations and public 
interest factors are consistent with ap¬ 
proval of the application. 

The Louisiana companies also sell 
credit life insurance and accident and 
health insurance in connection with 
loans it originates. Due to the limited 
nature of its Insurance activities it does 
not appear that Applicant’s acquisition 
of such Insurance activities would have 
any significant effect on either existing 
or potential competition. 

There is no evidence in the record in¬ 
dicating that consummation of the pro¬ 
posed acquisition would result in undue 
concentration of resources, unfair com¬ 
petition. conflicts of interest, unsound 
banking practices, or other adverse 
effects. 

Based upon the foregoing and other 
considerations reflected in the record, 
the Board has determined that the bal¬ 
ance of the public Interest factors the 
Board is required to consider under sec¬ 
tion 4(c)(8) is favorable. Accordingly, 
the application is hereby approved. This 
determination is subject to the condi¬ 
tions set forth in fi 225.4(c) of Regula¬ 
tion Y and to the Board’s authority to re¬ 
quire such modification or termination 
of the activities of a holding company or 
any of its subsidiaries as the Board finds 
necessary to assure compliance with the 
provisions and purposes of the Act and 
the Board's regulations and orders Is¬ 
sued thereunder, or to prevent evasion 
thereof. 


By order of the Board of Governors , 1 
effective July 10, 1973. 

[seal] Chester B. Feld berg. 

Secretary o/ the Board. 

|FR Doc.73-14614 Filed 7-17-73,8:43 ami 


GENERAL SERVICES 
ADMINISTRATION 

| WUdUfe Order 103; U-Cailf-626-B | 

PORTION, CASTROVILLE RADIO DIREC¬ 
TION FINDER STATION CASTROVILLE. 

MONTEREY COUNTY, CALIF. 

Transfer of Property 

Pursuant to section 2 of Public Law 
537. Eightieth Congress, approved May 
19.1948 (16 U.S.C. 667c), notice is hereby 
given that: 

2. By letter from the General Services 
Administration, San Francisco, Cali¬ 
fornia, Regional Office, dated June 27. 
1973. the property comprising approxi¬ 
mately 93.93 acres of fee land and 3.82 
acres Joint use easement Improved with 
two water wells, o 6 -car garage, an air 
raid shelter and a power substation, iden¬ 
tified as a portion of the Castroville Ra¬ 
dio Direction Finder Station. Castroville, 
Monterey County, California, has been 
transferred to the Department of the 
Interior. 

2. The above described property was 
conveyed for wildlife conservation pur¬ 
poses in accordance with the provision of 
section 1 of said Public Law 537 (16 
UJ 8 .C. 667b >, as amended by Public Law 
92-432. 

Dated: July 10.1973. 

Larry P. Roush, 

Acting Commissioner 
Public Buildings Service. 

|FR Doc.73-14693 Filed 7-17-73:8:45 *m\ 


| Wildlife Order 106; D-CaW-626 A| 

CASTROVILLE AMPHIBIOUS TRAINING 
AREA MONTEREY COUNTY. CALIF. 

Transfer of Property 

Pursuant to section 2 of Public Law 
537, Eightieth Congress, approved May 
19. 1948 (16 U.S.C. 667c). notice is here¬ 
by given that: 

1. By letter from the General Services 
Administration. San Francisco, Cali¬ 
fornia, Regional Office, dated June 27, 
1973. the property comprising approxi¬ 
mately 269.68 acres of fee land and 3.82 
acres joint use easement, identified as 
Castroville Amphibious Training Area, 
Monterey County, California, was trans¬ 
ferred to the Department of the Interior. 

2. The above described property was 
transferred for wildlife conservation 
purposes in accordance with the provi¬ 


1 Voting for this action: Vice Chairman 
Mitchell and Governor* Daane, Brimmer, 
Sheehan. Bucher, and Holland. Absent and 
not voting: Chairman Burns. 


sions of section 1 of said Public Law 537 
(16 UJ3.C. 667b), as amended by Pubi c 
Law 92-432. 

Dated July 10. 1973. 

Larry F. Roush. 

Acting Commissioner , 
Public Buildings Service, 

|FR Doc.73-14604 Filed 7-17-73;8:45 am] 

NATIONAL FOUNDATION ON THE 
ARTS AND THE HUMANITIES 
DANCE ADVISORY PANEL 
Notice of Meeting 

Pursuant to section 10(a) (2) of the 
Federal Advisory Committee Act (Public 
Law 92-463), notice Is hereby given that 
a closed meeting of the Dance Advisory 
Panel to the National Endowment for the 
Arts will be held at 9:30 a.m. on July 24, 
9:30 am. on July 25. and 9:30 a m on 
July 26. 1973 at Snowmass at Aspen, 
Colorado. 

This meeting is for the purpose of 
Panel review, discussion, evaluation, und 
recommendation on applications, for fi¬ 
nancial assistance under the National 
Foundation on the Arts and the Humani¬ 
ties Act of 1965. as amended, including 
discussion of personnel and financial in¬ 
formation given in confidence to the 
agency by grant applicants. Accordingly, 
It has been determined by the Chairman, 
by notice published in the Federal 
Register of January 10. 1973. that the 
meeting involves matters exempt from 
the requirements of public disclosure 
under the provisions of the Freedom of 
Information Act (5 U.S.C. 552(b) (4) and 
( 6 )). 

Further information with reference to 
this meeting can be obtained from 
Mrs. Eleanor A. Snyder. Advisory Com¬ 
mittee Management Officer, National 
Endowment for the Arts. 806 15th Street. 
N.W.. Washington, DC. 20506. or call 
Area Code 202-382-2854. 

Paul Berman 

Director of Administration. Na¬ 
tional Foundation on the Arts 
and the Humanities. 

[FR Doc.73-14706 Filed 7-17-73:8:46 and 


EXPANSION ARTS ADVISORY PANEL 
Notice of Meeting 

Pursuant to section 10(a) (2) of the 
Federal Advisory Committee Act t Public 
Law 92-463). notice is hereby given that 
a closed meeting of the Expansion Arts 
Advisory Panel to the National Endow¬ 
ment for the Arts will be held at 9:30 
a,m. on July 22, 1973 at Ignacio, Colo¬ 
rado. 9:30 a.m. on July 23, 1973 at Fair 
View Lodge at Mesa Verde. Colorado, and 
9:30 a.m. on July 24, 1973 at Ignacio, 
Colorado. 

This meeting Is for the purpose of 
Panel review, discussion, evaluation, and 
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r e .rnmendatlon on applications, for fi¬ 
nancial assistance under the National 
Foundation on the Arts and the Human¬ 
ities Act of 1065, as amended. Including 
discussion of personnel and financial In¬ 
formation given in confidence to the 
agency by grant applicants. Accordingly, 
it has been determined by the Chair¬ 
man, by notice published in the Federal 
Keister of January 10, 1073, that the 
meeting involves matters exempt from 
the requirements of public disclosure 
under the provisions of the Freedom of 
Information Act (5 U.S.C. 552(b) (4) 
and <6>). 

Further information with reference to 
this meeting can be obtained from Mrs. 
Eleanor A. Snyder. Advisory Committee 
Management Officer. National Endow¬ 
ment for the Arts, 806 15th Street, N.W., 
Washington, D.C. 20506. or call Area 
Code 202-382-2854. 

* * Paul Berman. 

Director of Administration, Na¬ 
tional Foundation on the Arts 
and the Humanities. 

[FR Doc.73-14703 Filed 7-17-73;8:45 am] 


FEDERAL-STATE SPECIAL PROJECTS 
ADVISORY PANEL 

Notice of Meeting 

Pursuant to section 10(a)(2) of the 
Federal Advisory Committee Act (Public 
Law 92-463), notice is hereby given that 
a closed meeting of the Federal-State 
Special Projects Advisory Panel to the 
National Endowment for the Arts will 
be held at 9:30 a.m. on July 23. and 9:30 
a.m. on July 24, 1973 in Aspen, Colorado. 

This meeting is for the purpose of 
Panel review, discussion, evaluation, and 
rec( unmendation on applications, for fi¬ 
nancial assistance under the National 
Foundation on the Arts and the Humani¬ 
ties Act of 1965, as amended, including 
discussion of personnel and financial in¬ 
formation given in confidence to the 
agency by grant applicants. Accordingly, 
it has been determined by the Chairman, 
by notice published in the Federal Reg¬ 
ister of January 10, 1973. that the meet¬ 
ing involves matters exempt from the re¬ 
quirements of public disclosure under the 
provisions of the Freedom of Information 
Act (5 U 8 .C. 552(b) (4) and ( 6 )>. 

Further information with reference to 
this meeting can be obtained from Mrs. 
Eleanor A. Snyder, Advisory Committee 
Management Officer, National Endow¬ 
ment for the Arts, 806 15th Street. N.W., 
Washington, D.C, 20506, or call Area 
Code 202-382-2854. 

Paul Berman, 

Director of Administration, Na¬ 
tional Foundation on the Arts 
and the Humanities. 

1PR Doc.73-14706 Filed 7-17-73;8:45 am] 


MUSEUM ADVISORY PANEL 
Notice of Meeting 

Pursuant to section 10 (a) ( 2 ) of the 
Federal Advisory Committee Act (Public 


Law 92-463 >. notice is hereby given that 
a closed meeting of the Museum Advisory 
Panel to the National Endowment for the 
Arts will be held at 9:30 a.m. on July 30, 
1973 in Washington. D.C. 

This meeting is for the purpose of 
Panel review, discussion, evaluation, and 
recommendation on applications, for fi¬ 
nancial assistance under the National 
Foundation on the Arts and the Humani¬ 
ties Act of 1965. as amended, including 
discussion of personnel and financial In¬ 
formation given in confidence to the 
agency by grant applicants. Accord¬ 
ingly, it has been determined by the 
Chairman, by notice published in the 
Federal Register of January 10, 1973, 
that the meeting involves matters ex¬ 
empt from the requirements of public 
disclosure under the provisions of the 
Freedom of Information Act (5 U.S.C. 
552(b) (4) and ( 6 >>. 

Further information with reference to 
this meeting can be obtained from Mrs. 
Eleanor A. Snyder, Advisory Committee 
Management Officer, National Endow¬ 
ment for the Arts, 806 15th Street, N.W., 
Washington. D.C. 20506, or call Area 
Code 202-382-2854. 

Paul Berman. 

Director of AdmiMstralion , 

National Foundation of the 
Arts and the Humanities. 

IFR Doc.73-14707 Filed 7-17-73;8:45 am] 


NATIONAL COUNCIL ON THE ARTS 
Notice of Meeting 

Pursuant to section 10(a)(2) of the 
Federal Advisory Committee Act (Public 
Law 92-463). notice is hereby given that 
a closed meeting of the National Council 
on the Arts will be held at 9:30 a.m. on 
July 29. 1973 at Denver, Colorado. 

This meeting is for the purpose of 
Council review, discussion, evaluation, 
and recommendation on applications, 
for financial assistance under the Na¬ 
tional Foundation on the Arts and the 
Humanities Act of 1965. os amended, in 
eluding discussion of personnel and fi¬ 
nancial information given in confidence 
to the agency by grant applicants. Ac¬ 
cordingly. it has been determined by the 
Chairman, by notice published in the 
Federal Register of January 10. 1973, 
that the meeting involves matters ex¬ 
empt from the requirements of public 
disclosure under the provisions of the 
Freedom of Information Act (5 UB.C. 
552(b) (4) and < 6 >>. 

Further information with reference to 
this meeting can be obtained from Mrs. 
Eleanor A. Snyder, Advisory Committee 
Management Officer. National Endow¬ 
ment for the Arts, 806 15th Street, N.W., 
Washington. D.C. 20500, or call Area 
Code 202-382-2854. 

Paul Berman, 

Director of Administration, 
National Foundation on the 
Arts and Humanities. 

IFR Doc.73-14704 Filed 7-17-73:8:45 am) 


SECURITIES AND EXCHANGE 
COMMISSION 
ALLEN GROUP. INC. 

Notice of Applications for Unlisted Trading 
Privileges and of Opportunity for Hearing 

July 11. 1973. 

In the matter of applications of the 
PBW Stock Exchange, Inc. for unlisted 
trading privileges in certain securities. 

The above named national securities 
exchange has filed applications with the 
Securities and Exchange Commission 
pursuant to Section 12(f)(1)(B) of the 
Securities Exchange Act of 1934 and Rule 
12 f-l thereunder, for unlisted trading 
privileges in the common stocks of the 
following company, which securities is 
listed and registered on one or more 
other national securities exchanges: 

Allen Group, Inc.. File No. 7-4417 

Upon receipt of a request, on or before 
July 27. 1973 from any interested per¬ 
son, the Commission will determine 
whether the application with respect to 
any of the companies named shall be 
set down for hearing. Any such request 
should state briefly the title of the se¬ 
curity in which he is interested, the na¬ 
ture of the interest of the person making 
the request, and the position he proposes 
to take at the hearing, if ordered. In ad¬ 
dition. any interested person may submit 
his views or any additional facts bearing 
on any of the said applications by means 
of a letter addressed to the Secretary, 
Securities and Exchange Commission, 
Washington. D.C., 20549 not later than 
the date specified. If no one requests a 
hearing with respect to any particular 
application, such application will be de¬ 
termined by order of the Commission on 
the basis of the facts stated therein and 
other information contained in the of¬ 
ficial files of the Commission pertaining 
thereto. 

For the Commission, by the Division of 
Market Regulation pursuant to dele¬ 
gated authority. 

tssAL) Shirley E. Hollis, 

Recording Secretary. 

|FR Doc.73-14845 Filed 7-17-73:8:45 am| 


AMERICAN EDUCATIONAL SPECIAUSTS 
ET AL. 

Order Permanently Suspending Exemption 
July 10. 1973. 

In the matter of American Educa¬ 
tional Specialists, Inc., 24FW-1569; 
Tronics Corporation, 24FW-1570; UJ3. 
Environmental Systems, Inc., 24FW- 
1571; Erie-Niagara, Ltd., 24FW-1572; 
Med-Peds, Inc., 24FW-1573. 

I. American Educational Specialists, 
Inc., Tronics Corporation, U.S. Environ¬ 
mental Systems, Inc., Erie-Niagara. Ltd.. 
and Med-Peds, Inc., Nevada corporations 
Incorporated on December 21. 1972, with 
offices located at 351 West Jefferson. 
Dallas, Texas, filed with the Commission 
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on January 29. 1973, separate notifica¬ 
tions on Form 1-A. with attached ex¬ 
hibits, including offering circulars, relat¬ 
ing to an offering under each notification 
of 50,000 shares of 1 -cent par value com¬ 
mon stock at an offering price of $1.00 
per share for an aggregate offering price 
to the public under each notification of 
$50,000 for the purpose of obtaining ex¬ 
emption from the registration require¬ 
ments of the Securities Act of 1933, as 
amended, pursuant to the provisions of 
section 3(b) of that Act and Regulation 
A promulgated thereunder. Amendments 
were filed naming Glendale Securities 
Corporation of Ridgewood. New York, as 
underwriter for each filing. 

The Commission on April 19. 1973, 
temporarily suspended the Regulation A 
exemption of American Educational Spe¬ 
cialists, Inc.. Tronics Corporation, UJ8. 
Environmental Systems. Inc.. Erie- 
Niagara. Ltd., and Med-Peds. Inc., stat¬ 
ing that it hod reason to believe that the 
terms and conditions of Regulation A 
had not been complied with in that: 

A. the notification and offering circu¬ 
lars were incomplete. Inaccurate, and 
contained untrue statements of material 
facts and omitted to state material facts 
necessary to make the statements made 
in the light of the circumstances under 
which they were made not misleading, 
particularly with respect to: 

1. Disclosure of all promoters and af¬ 
filiates. 

2. The identity and background of un¬ 
disclosed affiliates and promoters. 

3. Disbarment proceedings pending 
against a promoter and affiliate who is 
also counsel for the underwriter in all 
of the proposed offerings except Tronics 
Corporation. 

4. The fact that each of these com¬ 
panies is an affiliate of the other com¬ 
panies in that they are all under the 
common control of undisclosed affiliates. 

B. The terms and conditions of Regu¬ 
lation A had not been complied with in 
that: 

The Offering Circular* failed to Include elate- 

merits of Caah Receipts and Disburse¬ 
ment#. 

C. The offering proposed by each of the 
Issuers if commenced would have been 
made In violation of section 17 of the Se¬ 
curities Act of 1933, as amended. 

m. No hearing having been requested 
by American Educational Specialists. 
Inc., Tronics Corporation, U.8. Environ¬ 
mental Systems. Inc.. Erie-Niagara, Ltd., 
and Med-Peds. Inc. within thirty days 
after the entry of an order temporarily 
suspending the exemption of each of the 
Issuers under Regulation A. the Commis¬ 
sion finds that it Is in the public Interest 
and for the protection of Investors that 
the exemption of each of the Issuers 
under Regulation A be permanently 
suspended; 

It is ordered , Pursuant to Rule 261(a) 
of the General Rules and Regulations 
under the Securities Act of 1933. as 
amended, that the exemption of each of 


NOTICES 

the Issuers under Regulation A bo. and 
It hereby Is, permanently suspended. 

By the Commission. 

[seal) Shirley E. Hollis, 

Recording Secretary . 
|FR Doc.73-14043 Filed 7-17-73:8:45 am) 


(Pile So. 500-1J 

ATREO MANUFACTURING CO., INC. 

Order Suspending Trading 

July 12, 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock, $.10 par value, and all other se¬ 
curities of Atreo Manufacturing Co.. Inc. 
being traded otherwise than on a na¬ 
tional securities exchange is required in 
the public interest and for the protec¬ 
tion of investors; 

It Is ordered. Pursuant to section 
15(c) (5) of the Securities Exchange Act 
of 1934, that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
11:15 ajn., e.d.t., July 12, 1973 through 
July 21.1973. 

By the Commission. 

(seal) Shirley E. Holus. 

Recording Secretary. 

|FR Doc.73-14627 FUed 7-17-73;8:45 am | 


(File No. 500-1) 

AZTEC PRODUCTS, INC. 

Order Suspending Trading 

July 12, 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stocks, and all other securities of Aztec 
Products. Inc. being traded otherwise 
than on a national securities exchange is 
required in the public Interest and for 
the protection of investors: 

It is ordered. Pursuant to section 
15(c)(5) of the Securities Exchange Act 
of 1934. that trading In such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
July 13, 1973 through July 22. 1973. 

By the Commission. 

(seal! Shirley E. Hollis, 

Recording Secretary. 

\m Doc.73-14822 Filed 7-17-73:8:45 am] 


[File 500-1) 

BBI, INC. 

Order Suspending Trading 

July 12, 1973. 

The common stock, $0.10 par value, of 
BBI. Inc. being traded on the American 
Stock Exchange and the PBW Stock Ex¬ 
change, pursuant to provisions of the 


Securities Exchange Act of 1934 and all 
other securities of BBI. Inc. being traded 
otherwise than on a national securities 
exchange: and 

It appearing to the Securities and Ex¬ 
change Commission that the gunur. u 
suspension of trading in such securities 
on such exchanges and otherwise than 
on a national securities exchange Ls re¬ 
quired in the public interest and for the 
protection of investors; 

It is ordered. Pursuant to sections 1 9 
(a)(4) and 15(c)(5) of the Securi*:^ 
Exchange Act of 1934, that trading in 
such securities on the above menun.v^j 
exchanges and otherwise than on a na¬ 
tional securities exchange be summari!-. 
suspended, this order to be effective for 
the period from July 13, 1973 through 
July 22. 1973. 

By the Commission. 

(seal! Shirley E. Hollls, 

Recording Secretary. 

(FR Doc.73-14820 FUed 7-17-73;8 45 am) 


[File No. 500-1) 

BENEFICIAL LABORATORIES, INC. 

Order Suspending Trading 

July 12, 1973 

It appearing to the Securities and 
Exchange Commission that the summary 
suspension of trading in the common 
stock, warrants, units and all other .se¬ 
curities of Beneficial Laboratories. Inc. 
being traded otherwise than on a na¬ 
tional securities exchange is required in 
the public Interest and for the protection 
of investors; 

It is ordered. Pursuant to Section 15 
(c)(5) of the Securities Exchange Act 
of 1934. that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
July 13. 1973 through July 22, 1973. 

By the Commission. 

[seal] Shirley E. Hollis, 

Recording Secretary 
[FR Doc.78-14824 Filed 7-17-73:8:45 am] 


CLOROX CO. (CALIFORNIA) 

Notice of Applications for Unlisted Trading 
Privileges and of Opportunity for Hearing 

July 11, 1973. 

In the matter of applications of the 
Boston Stock Exchange. Inc., for unlisted 
trading privileges in certain securititw 
The above named national securities 
exchange has filed applications with the 
Securities and Exchange Commi^c:. 
pursuant to Section 12(f)(1)(B) of the 
Securities Exchange Act of 1934 and 
Rule 12f-l thereunder, for unlisted trad¬ 
ing privileges In the common stocks of 
the following companies, which securi¬ 
ties are listed and registered on one or 
more other national securities ex¬ 
changes: 
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•Hi* ctoro* Company (California), Pile No. 

‘7-WI8 

Upon receipt of a request, on or be¬ 
fore July 27. 1973 from any Interested 
person, the Commission will determine 
whether the application with respect to 
any of the companies named shall be set 
down for hearing. Any such request 
should state briefly the title of the secu¬ 
rity in which he is interested, the nature 
of the interest of the person making the 
request, and the position he proposes to 
take at the hearing, if ordered. In addi¬ 
tion. any interested person may submit 
his views or any additional facts bearing 
on any of the said applications by means 
of a letter addressed to the Secretary. 
Securities and Exchange Commission, 
Washington, D.C. 20549 not later than 
the date specified. If no one requests a 
hearing with respect to any particular 
application, such application will be 
determined by order of the Commission 
on the basis of the facts stated therein 
and other information contained in the 
official flies of the Commission pertain¬ 
ing thereto. 

For the Commission, by the Division 
of Market Regulation pursuant to dele¬ 
gated authority. 

[seal) Shirley E. Hollis, 

Recording Secretary. 

[PR Doc.73-14644 Filed 7-17-73:8:45 am) 


CLOROX CO. (CALIFORNIA) 

Notice of Applications for Unlisted Trading 
Privileges and of Opportunity for Hearing 

July 11, 1973. 

In the matter of applications of the 
PBW Stock Exchange, Inc., for unlisted 
trading privileges in certain securities. 

The above named national securities 
exchange has filed applications with the 
Securities and Exchange Commission 
pursuant to Section 12(f)(1)(B) of the 
Securities Exchange Act of 1934 and 
Rule 12f-l thereunder, for unlisted trad¬ 
ing privileges in the common stocks of 
the following company, which securities 
Is listed and registered on one or more 
other national securities exchanges: 

The Clorox Company (California). File No. 

7-4416 

Upon receipt of a request, on or be¬ 
fore July 27. 1973 from any interested 
person, the Commission will determine 
whether the application with respect to 
any of the companies named shall be set 
down for hearing. Any such request 
should state briefly the title of the secu¬ 
rity in which he Is interested, the nature 
of the Interest of the person making the 
request, and the position he proposes to 
take at the hearing, if ordered. In addi¬ 
tion, any interested person may submit 
his views or any additional facts bearing 
on any of the said applications by means 
of a letter addressed to the Secretary, 
Securities and Exchange Commission, 


Washington. D.C. 20549 not later than 
the date specified. If no one requests a 
hearing with respect to any particular 
application, such application will be 
determined by order of the Commission 
on the basis of the facts stated therein 
and other information contained in the 
official flies of the Commission pertain¬ 
ing thereto. 

For the Commission, by the Division 
of Market Regulation pursuant to dele¬ 
gated authority. 

[seal] Shirley E. Hollis, 

Recording Secretary . 

[FR Doc.73-14646 Filed 7-17-73:8:45 am) 


(File No. 500-1) 

CREDIT SYSTEMS, INC. 

Order Suspending Trading 

July 12, 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock, and all other securities of Credit 
8 ysteins, Inc. being traded otherwise 
than on a national securities exchange is 
required In the public interest and for 
the protection of investors; 

It is ordered , Pursuant to section 15 
(c)(5) of the Securities Exchange Act 
of 1934. that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
11:15 a.m., e.d.t, July 12, 1973 through 
July 21. 1973. 

By the Commission. 

[seal 1 Shirley E. Hollis, 

Recording Secretary . 

[FR Doc.73-14026 FUed 7-17-73:8:45 am) 


[Fllo No. 500-11 

DATA PACIFIC CORP. 

Order Suspending Trading 

July 12, 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock. $1 par value, and all other secu¬ 
rities of Data Pacific Corporation being 
traded otherwise than on a national 
securities exchange is required in the 
public interest and for the protection of 
investors; 

It is ordered . Pursuant to section 15 
(c) (5) of the Securities Exchange Act of 
1934, that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
11:15 a.m., e.d.t., July 12. 1973 through 
July 21, 1973. 

By the Commission. 

[ seal 1 Shirley E. Hollis, 

Recording Secretary. 

|FR Doc.73-14628 Filed 7-17-73:8:45 am) 


{File No. 500-1) 

INTERNATIONAL SYSTEMS ASSOCIATES, 
LTD. 

Order Suspending Trading 

July 11. 1973. 

It appearing to the Securities and 
Exchange Commission that the summary 
suspension of trading in the common 
stock, $.01 par value and all other se¬ 
curities of International Systems Asso¬ 
ciates, Ltd. being traded otherwise than 
on a national securities exchange is re¬ 
quired in the public interest and for the 
protection of investors; 

It is ordered. Pursuant to section 15 
(c)<5) of the Securities Exchange Act 
of 1934, that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
3:15 p.m., e.d.t., July 11, 1973 through 
July 20,1973. 

By the Commission. 

[seal) Shirley E. Hollis, 

Recording Secretary . 

(FR Doc73-14641 Filed 7-17-73:8:45 nm| 


(File No. 500-1) 

MALAKER CORP. 

Order Suspending Trading 

July 5. 1973. 

It appearing to the Securities and 
Exchange Commission that the summary 
suspension of trading In the common 
stock, $ 1 . par value, and all other se¬ 
curities of Malaker Corporation being 
traded otherwise than on a national se¬ 
curities exchange is required in the pub¬ 
lic interest and for the protection of 
investors; 

It is ordered. Pursuant to section 15 
(c)(5) of the Securities Exchange Act 
of 1934. that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
10 a.m., e.d.t., on July 5. 1973 and con¬ 
tinuing through July 14. 1973. 

By the Commission. 

[seal) Shirley E. Hollis, 

Recording Secretary . 

(FR Doc 73-14637 Filed 7-17-73,8:46 am) 


(Fllo No. 500-1) 

MEDICHEK, INC. 

Order Suspending Trading 

July 12. 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock, $.10 par value, and all other secu¬ 
rities of Modlchck. Inc. being traded 
otherwise than on a national securities 
exchange is required In the public In¬ 
terest and for the protection of investors; 
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It is ordered , Pursuant to section 
15(c)(5) of the Securities Exchange 
Act of 1034. that trading in such securi¬ 
ties otherwise than on a national secu¬ 
rities exchange be summarily suspended, 
this order to be effective for the period 
from 11:15 a-m.. c.dX July 12. 1973 
through July 21. 1073. 

By the Commission. 

[seal] Shirley E. Hollis. 

Recording Secretary. 

|FR Doc 73-14629 FUed 7-17-73:8:45 am) 


(Pile No. 500-1) 

MULTITECH. INC. 

Order Suspending Trading 

July 6 . 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock. $.10 par value, and all other secu¬ 
rities of Multitech. Inc. being traded 
otherwise than on a national securities 
exchange is retired in the public in¬ 
terest and for the protection of investors; 

It is ordered, Pursuant to section 
15(c)(5) of the Securities Exchange 
Act of 1934. that trading in such securi¬ 
ties otherwise than on a national secu¬ 
rities exchange be summarily suspended, 
this order to be effective for the period 
from 10:00 a.m.. e.d.t.. on July 6 . 1973, 
and continuing through July 15, 1973. 

By the Commission. 

t seal] Shir lx y E. Hollis. 

Recording Secretary . 

(PR Doc.73-14639 Filed 7-17-73,8:45 am] 


(Pile No. 500-1J 

NATIONAL FILTRONICS INC. 

Order Suspending Trading 

July 5.1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading In the common 
stock, no par value, and all other securi¬ 
ties of National FUtranics, Incorporated 
being traded otherwise than on a na¬ 
tional securities exchange is required in 
the public Interest and for the protection 
of investors; 

It is ordered. Pursuant to section 15 
(c) (5) of the Securities Exchange Act 
of 1934, that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
10:00 a.m., e.d.t.. on July 5, 1973 and 
continuing through July 14. 1973. 

By the Commission. 

Shirley E. Hollis. 

Recording Secretary. 

(PR Doc.73-14636 Filed 7-17-73;8:45 mm) 


(70-5362) 

NEW ENGLAND ELECTRIC SYSTEM AND 
NEW ENGLAND POWER CO. 

Notice of Proposed Issue end Sale of First 
Mortgage Bonds at Competitive Bidding 

July 12,1973. 

Notice is hereby given that New Eng¬ 
land Power Company, 20 Turnpike 
Road. Westborough, Massachusetts 01581 
< NEPCO), an electric utility subsidiary 
company of New England Electric Sys¬ 
tem. a registered holding company, has 
filed an application-declaration and an 
amendment thereto with this Commis¬ 
sion pursuant to the Public Utility Hold¬ 
ing Company Act of 1935 ("Act”) desig¬ 
nating sections 6 (b), 9(a), 10, and 12 of 
the Act and Rules 42(a) and 50 promul¬ 
gated thereunder as applicable to the 
proposed transaction. All interested per¬ 
sons are referred to the application- 
declaration, as amended, which is sum¬ 
marized below, for a complete statement 
of the proposed transaction. 

NEPCO proposes to Issue and sell, sub¬ 
ject to the competitive bidding require¬ 
ments of Rule 50, $40,000,000 principal 
amount of First Mortgage Bonds, Series 

S, _ percent, due_ The Interest rate 

(which shall be a multiple of % of 1 %) 
and the price, exclusive of accrued inter¬ 
est, to be paid to NEPCO (which shall 
not be less than the principal amount 
nor more than 102 ^ percent thereof) 
will be determined by the competitive 
bidding. The Scries S Bonds will bear 
interest from August 1. 1973. NEPCO will 
notify prospective bidders not later than 
12 noon, on the second full business day 
prior to the time designated for the sub¬ 
mission of bids (i) the date on w hich the 
Bonds shall mature, w'hich date shall not 
be more than 30 years from August 1. 
1973, and (li> whether or not the Bonds 
shall be redeemable during the first five 
years of their term, or some lesser por¬ 
tion thereof, in connection with refund¬ 
ing at a lesser effective interest cost to 
NEPCO. The Bonds will be issued under 
an Indenture of Trust and First Mort¬ 
gage dated as of November 15, 1936, be¬ 
tween NEPCO and New England Mer¬ 
chants National Bank (successor to the 
New England Trust Company) , as Trus¬ 
tee. as amended and supplemented, and 
to be further supplemented by an Eight¬ 
eenth Supplemental Indenture, dated 
as of August 1.1973. 

The net proceeds from the sale of the 
bonds will be used to reduce the amount 
of NEPCO*s outstanding short-term 
promissory notes, which were issued to 
pay for capitalizable expenditures or to 
the reimbursement of its treasury’ 
therefor. 

NEPCO states that The Massachusetts 
Department of Public Utilities, the New 
Hampshire Public Utilities Commission 
and the Vermont Public Service Board 
have jurisdiction over the proposed 


transaction and that no other state com¬ 
mission or federal commission, other 
than tills Commission, has Jurisdktio:. 
over the proposed transaction. Fees and 
expenses related to the proposed trans¬ 
action are estimated at $115,000, includ¬ 
ing New England Power Service Com¬ 
pany expenses (at cost) of $ 40 , 000 . 
Trustee's fees and expenses of $8,000 and 
accounting fees of $6,000. The fei 
expenses of counsel for the bidder.> will 
be supplied by amendment and will be 
paid by the successful bidders, except 
as provided in the Purchase Agreement 
relating to purchase of the bonds. 

Notice is further given that any in¬ 
terested person may, not later than Au¬ 
gust 6, 1973. request in writing that a 
hearing be held on such matter, statin* 
J,he nature of his interest, the reasons 
for such request, and the issues of fact 
or law raised by said application- 
declaration. as amended, which he de¬ 
sires to controvert: or he may request 
that he be notified if the Commission 
should order a hearing thereon. Any 
such request should be addressed; Sec¬ 
retary. Securities and Exchange Com¬ 
mission. Washington, D.C. 20549. A copy 
of such request should be served person¬ 
ally or by mail (air mail If the person 
being served is located more than 500 
miles from the point of mailing) upon 
the applicants-declarants at the above- 
stated address, and proof of service by 
affidavit or, in case of an attorney-at- 
law, by certificate) should be filed with 
the request. At any time after said date, 
the application-declaration, as amended 
or as it may be further amended, may 
be granted and permitted to become ef¬ 
fective os provided in Rule 23 of the 
General Rules and Regulations promul¬ 
gated under the Act, or the CommL^lon 
may grant exemption from such rules 
as provided In Rules 20(a) and 100 
thereof or take such other action as it 
may deem appropriate. Persons who re¬ 
quest a hearing or advice as to whether 
a hearing Is ordered will receive notice 
of further developments in this matter, 
including the date of the hearing <lf 
ordered) and any postponements 
thereof. 

For the Commission, by the Division of 
Corporate Regulation, pursuant to dele¬ 
gated authority. 

TsealI Bhiulty E. Hollis. 

Recording Secretary 

|PR Doc.73-14621 Piled 7-17-73;8:45 am! 


(Pile No 500-11 
PACER CORP. 

Order Suspending Trading 

. July 10, 1973 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
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5 tock, $.01 par value, and all other secu¬ 
rities of Pacer Corporation being traded 
otherwise than on a national securities 
exchange Is required in the public ln- 
Terest and for the protection of investors; 

It is ordered. Pursuant to section 15(c) 
* 5 ) of the Securities Exchange Act of 
1934. that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
July IX. 1973 through July 20, 1973. 

By the Commission. 

Shirley E. Hollis. 

Recording Secretary. 

[PR Doc. 7S-14642 Filed 7-17-73;8:45 ami 


[FUe No. 500-11 

PARAGON SECURITIES CO. 

Order Suspending Trading 

July 12, 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
^pension of trading in the common 
.stock, $.01 par value, and all other secu¬ 
rities of Paragon Securities Company 
being traded otherwise than on a national 
securities exchange is required in the 
public interest and for the protection of 
investors; 

It Is ordered. Pursuant to section 15(c) 
(5) of the Securities Exchange Act of 
1934, that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
July 13, 1973 through July 22, 1973. 

By the Commission. 

[seal] Shirley E. Hollis, 

Recording Secretary. 
[PR Doc.73-14630 Filed 7-17-73:8:45 am] 


(File No. 500-1] 

PROGRESSIVE NATIONAL INDUSTRIES, 
INC. 

Order Suspending Trading 

July 6. 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock and all other securities of Progres¬ 
sive National Industries. Inc. being 
traded otherwise than on a national 
securities exchange is required in the 
public interest and for the protection of 
investors; 

It is ordered. Pursuant to section 
15<c) (5) of the Securities Exchange Act 
of 1934, that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
10:00 am., e.d.t., on July 6 . 1973 and 
continuing through July 15.1973. 

By the Commission. 

I seal] Shirley E. Hollis. 

Recording Secretary . 

|PR Doc.73-14636 piled 7-17-73; 8:45 am] 


(File No. 500-1) 

RADIATION SERVICE ASSOCIATES, INC. 

Older Suspending Trading 

July 9, 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock. $.01 par value, of Radiation Serv¬ 
ice Associates. Inc. being traded other¬ 
wise than on a national securities ex¬ 
change is required in the public interest 
and for the protection of investors: 

It is ordered. Pursuant to section 
15(c) (5) of the Securities Exchange Act 
of 1934. that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
July 10, 1973 through July 19, 1973. 

By the Commission. 

[seal] Shirley E. Hollis, 

Recording Secretary . 

|FR Doc 73-14632 Filed 7-17-73;8:45 un) 


[File No, 500-11 
ROYAL ATLAS CORP. 

Order Suspending Trading 

June 26, 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock. $ 1 . par value, and all other securi¬ 
ties of Royal Atlas Corporation being 
traded otherwise than on a national 
securities exchange Is required in the 
public interest and for the protection of 
investors; 

It is ordered. Pursuant to section 
15(c)(5) of the Securities Exchange Act 
of 1934. that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
10:00 a.m., e.d.t„ on June 28, 1973 and 
continuing through July 7, 1973. 

By the Commission. 

Shirley E. Hollis, 
Recording Secretary . 

[FR Doc.73-14633 Filed 7-17-73:8:45 am] 


I File No 500-11 

ROYAL PROPERTIES INC. 

Older Suspending Trading 

July 11. 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading In the common 
stock. $5. par value and all other securi¬ 
ties of Royal Properties Incorporated, 
being traded otherwise than on a na¬ 
tional securities exchange is required in 
the public interest and for the protection 
of investors; 

It is ordered. Pursuant to section 
15(e)(5) of the Securities Exchange Act 
of 1934. that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, tills 


order to be effective for the period from 
July 12. 1973 through July 21. 1973. 

By the Commission. 

(seal) Shirley E. Hollis, 

Recording Secretary . 
[FR Doc.73-14640 Filed 7-17-73:8:45 am| 


[File No. 500-1) 

STAR-GLO INDUSTRIES. INC. 

Order Amending Order Suspending Trading 

June 28. 1973. 

The Commission having determined 
to amend its order of June 27, 1973 sum¬ 
marily suspending trading in the securi¬ 
ties of Star-Olo Industries, Inc. for the 
period from June 28. 1973 through 
July 7.1973; 

It is ordered. Pursuant to section 15(c) 
(5) of the Securities Exchange Act of 
1934, that trading in the common stock. 
$.10 par value, and ail other securities 
of Star-Olo Industries. Inc. being traded 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
June 28. 1973 through midnight, e.d.t., 
on July 1 , 1973. 

By the Commission. 

Shirley E. Hollis, 
Recording Secretary. 

{FR Doc.73-14634 Filed 7-17-73:8:45 *m] 


[File No. 500-1] 

TRIEX INTERNATIONAL CORP. 

Order Suspending Trading 

July 12. 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock. $.01 par value, of Triex Interna¬ 
tional Oorp. being traded otherwise than 
on a national securities exchange is re¬ 
quired In the public interest and for the 
protection of investors: 

It is ordered , Pursuant to section 15(c) 
(5) of the Securities Exchange Act of 
1934. that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period 
July 13. 1973 through July 22. 1973. 

By the Commission. 

[seal) Shirixy E. Hollis, 

Recording Secretary. 

[FR Doc.73-14623 Filed 7-17-73:8:45 *m) 


(File No. 506-l| 

TRIONICS ENGINEERING CORP. 

Order Suspending Trading 

July 5. 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock, and all other securities of Trionlcs 
Engineering Corp.. being traded other¬ 
wise than on a national securities ex¬ 
change is required in the public interest 
and for the protection of investors; 
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It is ordered , Pursuant to section 
15(c)(5) of the Securities Exchange Act 
of 1934, that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
July 6 . 1973 through July 15, 1973. 

By the Commission. 

(seal) Shirley E. Hollis, 

Recording Secretary. 

| FR Doc.73 -14635 Plied 7-17-73;8:45 ttm) 


[PUo 500-1] 

TYCODYNE INDUSTRIES CORP. 

Order Suspending Trading 

July 12. 1973. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stocks. $1 par value, and all other se¬ 
curities of Tycodync Industries Corp. 
being traded otherwise than on a na¬ 
tional securities exchange is required in 
the public interest and for the protec¬ 
tion of investors ; 

It is ordered . Pursuant to Section 
15(c) (5) of the Securities Exchange Act 
of 1934, that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period from 
11:15 a.m. (e.d.t.) July 12. 1973 through 
July 21,1973. 

By the Commission. 

r seal ] Shirley E. Hollis. 

Recording Secretary . 

|PR Doc.73-14645 Filed 7-17-73:8:45 mm] 


|FUe No. 500-1| 

U.S. FINANCIAL INC. 

Order Suspending Trading 

July 12. 1973. 

The common stock. $2.50 par value, of 
XJB. Financial Incorporated being traded 
on the New York Stock Exchange, pur¬ 
suant to provisions of the Securities Ex¬ 
change Act of 1934 and all other securi¬ 
ties of U.S. Financial Incorporated being 
traded otherwise than on a national se¬ 
curities exchange; and 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in such securities 
on such exchange and otherwise than on 
a national securities exchange is required 
in the public interest and for the protec¬ 
tion of investors: 

It is ordered , pursuant to sections 
15<c)(5> and 19(a)(4) of the Securities 
Exchange Act of 1934. that trading in 
such securities on the above mentioned 
exchange and otherwise than on a na¬ 
tional securities exchange be summarily 
suspended, this order to be effective for 
the period from July 13, 1973 through 
July 22. 1973. 

By the Commission. 

(seal! Shirley E. Hollis. 

Recording Secretary. 

(PR Doc.73-14631 Piled 7-17-73:8:45 am] 


DEPARTMENT OF LABOR 

Office of the Secretary 

|Secretary's Order No. 16-73] 

ASSISTANT SECRETARY FOR 
EMPLOYMENT STANDARDS 

Delegation of Responsibility for Adminis¬ 
tration and Enforcement of Parts of the 

Federal Coal Mine Health and Safety 

Act 

1. Purpose. This Order delegates au¬ 
thority and assigns responsibility to the 
Assistant Secretary for Employment 
Standards for the performance of the 
functions assigned to the Secretary of 
Labor pursuant to Parts B and C of Title 
IV of the Federal Coal Mine Health and 
Safety Act of 1969, as amended, with the 
exception of those functions vested with 
the Benefits Review Board by Secretary's 
Order 38-72. 

2. Background. Secretary’s Order 13-71 
delegated to the Assistant Secretary for 
Employment Standards responsibility 
for Part C of Title IV of the Federal Coal 
Mine Health and Safety Act of 1969. 
Secretary’s Order 38-72 delegated to the 
Benefits Review Board responsibility for 
hearing appeals of decisions on claims 
for compensation or benefits under those 
portions of the Federal Coal Mine Health 
and Safety Act of 1969. as amended, ad¬ 
ministered by the Secretary of Labor. 

3. Redelegation of authority. The As¬ 
sistant Secretary may redologate author¬ 
ity vested in him by this Order. 

4. Reservation of authority, a. The fol¬ 
lowing functions are reserved to the Sec¬ 
retary: 

(1) Submission of reports and recom¬ 
mendations to the President and the 
Congress concerning the administration 
of the Federal Coal Mine Health and 
Safety Act of 1969. ns amended. 

(2) The bringing of legal proceeding 
under the Act. with the Solicitor of Labor 
to make the determination in each case 
whether such proceedings are appro¬ 
priate. 

b. Those functions of the Benefit Re¬ 
view Board as presently described in 
Secretary’s Order 38-72 are reserved. 

5. Directives affected. Secretary’s Or¬ 
der 13-71 is modified accordingly. 

6 . Effective date. This order is effective 
immediately. 

Signed at Washington, D.C., this 29th 
day of June. 1973. 

Peter J. Brennan, 
Secretary of Labor. 

|PR Doc.73-14702 FUed 7-17-73:8:46 ami 

INTERSTATE COMMERCE 
COMMISSION 

(Notice No. 298] 

ASSIGNMENT OF HEARINGS 

July 13.1973. 

Cases assigned for hearing, postpone¬ 
ment. cancellation or oral argument ap¬ 
pear below and will be published only 
once. This list contains prospective as¬ 
signments only and does not include 
cases previously assigned hearing dates. 
The hearings will be on the issues as 


presently reflected In the Official Docket 
of the Commission. An attempt will be 
made to publish notices of cancellation 
of hearings as promptly as possible, but 
interested parties should take appropn- 
ate steps to insure that they are notified 
of cancellation or postponements of hear- 
ings in which they are interested. No 
amendments will be entertained after 
the date of this publication. 

MO-O-7966. Citrusales, Inc., and Southern 
Tkrfd Citrus Products, Inc. Investlgatlm» 
operations, now assigned July 17, 1973, it 
Tampa, Pis , is cancelled. 

No. 35839, Chelsea Milling Co., V. The Bol- 
11 more and Ohio Railroad Company, et si. 
now being assigned hearing September 18 
1973, at the Offices of the Interstate Com¬ 
merce Commission. Washington, DC 
No. 35659. Miller Oil Purchasing Co.. V 
Amerada-Hess Corp. et al, now being as. 
signed pre-hearing conference. Soptembrr 
18. 1973. at the Offices of the Inters 
Commerce Commission. Washington DC 
No. 35801 Sc No. 35808. United States St^cl 
Corp.. V. Penn Central Transportation Co „ 
et al now being assigned pre-Hearing con¬ 
ference September 28. 1973 at the Offices 
of the Interstate Commerce Commute a. 
Washington. D C. 

MC 110689 Sub 6, Airway Trucking Co . now 
being assigned hearing September 24 1973 
(1 week), at Los Angeles. Calif.. In a hear- 
Ing room to be later designated. 

PD 20812, Railway Express Agency. Inc. 
Notes, now assigned continued pre-heartiu; 
conference on July 26, 1973. at Washington 
DC. 1* advanced to July 18. 1973. at lhe 
Office* of the Interstate Commerce Com¬ 
mission. Washington. D C. 

MC 99695 Sub 5. Atlas Transit. Inc.. Eaten- 
sion-Lonoke. Ark., now assigned August 8 
1973. will be held In Room 5404, Federal 
Office Building, 700 West Capitol 6tree: 
Little Rock. Ark. 

MC 106497 Sub 68. ParkhUl Truck Com¬ 
pany, now assigned August 7. 1973, at 
Washington. D.C.. Is postponed to Augur. 
28. 1973. at the Offices of the Interstate 
Commerce Commission. Washington. DC 
IAS No. 8587, Soybeans A Wheat. Arkansas A* 
Louisiana to Louisiana Porta, now assigned 
July 16, 1973, at Washington D.C„ is post¬ 
poned to July 17. 1973. at the Offices of the 
Interstate Commerce Commission. Wash¬ 
ington. D.C. 

(seal] Robert L. Oswald. 

Secretary 

| PR Doc.73-14711 Piled 7-17-73:8:45 am I 


CHANGE IN PUBLICATION SCHEDULE 

The Interstate Commerce Commission 
motor carrier publications entitled: < 1 > 
Motor Carrier Applications and Certain 
Other Proceedings; (2) Notice of Filing 
of Motor Carrier Intrastate Applications 
and (3) Motor Carrier Alternate Route 
and Deviation Notices will not appear in 
this Federal Register as usual. Instead, 
these publications will appear in the 
Federal Register issue of July 19, 1973. 

(sealI Robert L. Oswald. 

Secretary 

(PR Doc.73-14802 Piled 7-17-73:8:45 mm\ 


FOURTH SECTION APPLICATION FOR 
RELIEF 

July 13.1973. 

An application, as summarized below, 
has been filed requesting relief from the 
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requirements of Section 4 of the Inter¬ 
state Commerce Act to permit common 
carriers named or described in the ap¬ 
plication to maintain higher rates and 
charges at intermediate points than 
those sought to be established at more 
distant points. 

Protests to the granting of an appli¬ 
cation must be prepared In accordance 
with Rule 1100.40 of the General Rules 
oi Practice (49 CFR 1100.40* and Hied 
on or before August 2.1973. 

FSA No. 42714— Joint Water-Rail Con¬ 
tainer Rates—Kawasaki Risen Kaisha t 
Ltd. Piled by Kawasaki Risen Kalsha. 
Ltd.. (No. 8). for itself and Interested rail 
carriers. Rates on general commodities, 
between ports in Taiwan, and rail sta¬ 
tions and water carrier terminals on the 
U S. Atlantic and Gulf Seaboard. 

Grounds for relief—Water competition. 

By the Commission. 

seal! Robert L. Oswald, 

Secretary. 

[PR Doc.73-14710 Piled 7-17-73.8:45 am] 


[Sufpexufton Docket No. 8664 (Sub-No. 5)1 

STABILIZATION OF RATES AND CHARGES, 
JUNE 1973 

Order . At a general session of the In¬ 
terstate Commerce Commission, held at 
\i& office in Washington. D.C., on the 13th 
day of July 1973. 

The President of the United States, by 
virtue of the authority vested in him by 
the Constitution and statutes of the 
United 8 tates. particularly the Economic 
Stabilization Act of 1970 <PJL». 91-379, 84 
Stat. 799), as amended, has Issued an 
Executive order dated June 13.1973. pro¬ 
viding for the freezing of prices for a 
maximum period of 60 days from the date 
of the said order at levels not greater 
Uian the highest of those pertaining to 
at least 10 percent of actual transactions 
by the seller during the period of June 1 
to June 8 . 1973. for like or similar com¬ 
modities or services. The Executive or¬ 
der also provides, inter alia, that no seller 
shall charge and no purchase may pay 
a price for any commodity or service 
which exceeds the freeze price as defined 
in the Executive order. 

It appearing, that there have been 
filed with the Interstate Commerce 
Commission schedules setting forth new 
increased rates, fares and charges and 
new rules, regulations and practices hav¬ 
ing the effect of increasing rates, fares 
and charges, applicable to movements In 
interstate or foreign commerce, to be¬ 
come effective July 14, 1973. through 
August 12, 1973; 

And it further appearing, that the said 
schedules would, iX permitted to become 
effective, result in rates, fares, charges, 
rules, regulations or practices which 
would result in price increases in viola¬ 
tion of the Executive order described 
above; and good cause appearing 
therefor; 

It is ordered . That the operation of the 
aaid schedules be and it hereby Is sus¬ 
pended. and that the use thereof on in¬ 
terstate and foreign commerce be de¬ 


ferred for an indefinite period pending 
further order of this Commission, except 
that this paragraph does not apply to 
schedules voluntarily postponed prior to 
their effective date to a date not earlier 
than August 13. 1973. 

Jt is further ordered , That neither the 
schedules hereby suspended nor those 
sought to be altered thereby shall be 
changed until further order of this Com¬ 
mission, except that rates, fares, charges, 
rules, regulations and practices may be 
changed if such change results In a re¬ 
duction below the highest level which 
existed during the period of June 1 to 
June 8 . 1973. 

It is further ordered , That all carriers, 
respondents to this order, be, and they 
are hereby, directed to file with this 
Commission supplements containing no¬ 
tice of suspension of all increased rates, 
fares, charges, rules, regulations and 
practices which are subject to this order. 

And it is further ordered , That a copy 
of this order be posted in the Office of the 
Secretary and in the Section of Tariffs 
of the Interstate Commerce Commission 
and that a copy be delivered to the Di¬ 
rector. Office of Federal Register, for 
publication in the Federal Register and 
that all carriers subject to the jurisdic¬ 
tion of the Interstate Commerce Com¬ 
mission be. and they are hereby, made 
respondents to this order. 

By Aie Commission. 

I seal 1 Robert L. Oswald, 

Secretary . 

[FR Doc.73-14716 Filed 7-17-73.8:45 am J 


l No. 35786| 

TRAFFIC EXECUTIVE ASSOCIATION EAST- 
ERN RAILROADS AND SOUTHERN 
FREIGHT ASSOCIATION 

Investigation Regarding Transportation of 
Feed Grains to New England 

Order . At a general session of the 
Interstate Commerce Commission, held 
at its office in Washington, D.C., on the 
29th day of June 1973. 

By Joint petition filed on February 8 . 
1973. the New England Governors* Con¬ 
ference and numerous other New Eng¬ 
land interests, as listed below, seek the 
Institution of an investigation Into the 
matter of the transportation of feed 
grains by all-roil and by lake-rail routes 
from certain mid western origins to New 
England destinations. A statement In 
support of the petition was filed by the 
Secretary of Agriculture of the United 
States of America on March 5, 1973, and 
the eastern railroads filed a reply to the 
petition on March 2, 1973, urging that 
the petition be denied without prejudice 
to the filing of a formal complaint in 
accordance with the Commission’s Gen¬ 
eral Rules of Practice. 

Prior to the filing of the said petition, 
this general subject was considered in 
an informal conference open to the pub¬ 
lic and attended by New England and 
other interests and conducted by staff 
members of the Commission, and there¬ 
after on June 2. 1972, by notice headed 
“Peed Grains to New England", we de¬ 


clined to reconvene the informal confer¬ 
ence upon request therefor, but stated: 

Nevertheless—considering the extent of 
the interest shown; the Importance oX the 
particular transportation service to the eco¬ 
nomic welfare of an entire region of the ns- 
ttoo, as demonstrated by the expressions of 
all the New England governor® and their 
respective depart menu of agriculture In par¬ 
ticular; and the Innovative nature of the 
proposed operation. Involving self-unload¬ 
ing vessels and "exploding" unit-trains, 
which holds a possibility of providing more 
efficient transportation by the Joinder of the 
inherent advantage* of two modes—we be¬ 
lieve that the matter should not be precipi¬ 
tately terminated. 

We concluded that we could not Insti¬ 
tute an Investigation on our own motion 
and develop the record due to our limited 
resources, which, if committed to such 
a task, would interfere with the perform¬ 
ance of our many other duties to the 
detriment of the general public Interest, 
and noted that the Water Transport As¬ 
sociation. one of the principal partici¬ 
pants, had indicated the belief that the 
participants in the conference would be 
willing to develop the record. 

We further concluded that If those in¬ 
terested In the matter were to file a peti¬ 
tion requesting the institution of an in¬ 
vestigation. we would tend to view it 
favorably, subject of course, to consider¬ 
ation of replies thereto, provided that 
the petitioners affirmatively indicated 
that they would be prepared to make the 
necessary record and bear the burden of 
proof, including more details concern¬ 
ing the proposed operation and data di¬ 
rected to such critical factors as: 

1. The probative cost of all equipment and 
facilities required; 

2. The probative cost of performing the 
present service over actual routes; 

3. The probative cost of the proposed serv¬ 
ice over routes Including all necessary 
carriers; 

4. The economics accruing to the shippers, 
receivers, and ultimate consumers. If any; 
and 

5. The environmental impact of the pro¬ 
posal; and 

It appearing, that the request for the 
institution of an investigation contained 
in the Joint petition filed February 8 , 
1973, rests on the following contentions: 

(1) That existing rail rates for transport¬ 
ing Midwestern grain to New England pro¬ 
ducers are so high In comparison with rates 
applicable to such feed-grain movements 
from the same or similar origins to compet¬ 
ing producers In the Southeast sa to Impose 
a severe and unduly prejudicial and disad¬ 
vantageous burden upon the agriculture and 
Industry of New England, contributing sig¬ 
nificantly to the economic distress of the re¬ 
gion. and are therefore unjust and un¬ 
reasonable; 

(2) That these Inequities can be most ef¬ 
fectively remedied, and the provisions and 
objectives of the Interstate Commerce Act. 
Including the national transportation policy, 
most effectively fulfilled by requiring the 
railroads to offer, for movement of grain to 
New England, railroad services of such types 
and at such rates as are comparable, cost 
considered, with the most efficient and 
expeditious services and accompanying rates 
applicable to grain movements from Mid¬ 
west origins to other Northeastern points or 
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to the Southeast; and (3) that the CommLs- 
ak>o should act to prevent the frustration of 
healthy Intermodal transport competition 
and the denial of the benefits of such com¬ 
petition to the public by requiring that 
comparable mil service* and rates be offered 
on the railroad segments of water-rail 
routes as well as on all rail routes from Mid¬ 
west to New England and other Northeast¬ 
ern points. 

It further appearing, that the peti¬ 
tioners state that they are— 

prepared to make the necessary record, and 
to present relevant, detailed data reasonably 
available to them with regard to: (1) the 
nature of discriminations and inequities to 
which the New England region is subject in 
railroad services and rates for the movement 
of feed grains from the Midwest; (3) the 
prejudice and disadvantage to the competi¬ 
tive position of New England producers 
caused by such discriminations and Inequi¬ 
ties. and the resulting injury to the economy 
of the region: <3) the willingness and ability 
of New England receivers to accept terms and 
conditions of service applicable to grain 
movements from the Midwest to the South¬ 
east. to Morrisvtlle, or to Albany or Atlantic 
ports If comparable rates were offered to New 
England: and (4) the willingness and ability 
of Great Lakes carriers to provide efficient 
and economical transportation for the move¬ 
ment of mldwestcm feed grain by water for 
transshipment by railroad to New England 
and other Northeastern points In competition 
with present or proposed all-rail service. 

It further appearing, that, however, 
the petitioners suggest that— 

they should not be burdened with the neces¬ 
sity of establishing the costs of railroad 
service. 


It further appearing, that the petition¬ 
ers are willing to go forward in making 
a record, although not with respect to 
all of the matters set forth in the notice 
of June 2,1972; that the evidentiary con¬ 
siderations set forth in that notice do not 
necessarily constitute the elements re¬ 
quired to make a prlrna facie case on any 
particular issue, the notice being merely 
advisory In nature; and that, without de¬ 
ciding whether the evidence sought to be 
presented by the petitioners is sufficient 
to make a prima facie case on any Issue, 
petitioners should be afforded an oppor¬ 
tunity to present their evidence and con¬ 
tentions on a formal record; therefore. 

It is ordered. That an investigation be. 
and it is hereby, instituted in this pro¬ 
ceeding under the authority of sections 
13 and 304 of the Interstate Commerce 
Act into the matters set forth In the said 
petition. 

It is further ordered. That the rail¬ 
roads represented by the Traffic Execu¬ 
tive Association-Eastern Railroads and 
by the Southern Freight Association be. 
and they are hereby, made respondents 
herein. 

It is further ordered. That this pro¬ 
ceeding will be referred to an Adminis¬ 
trative Law Judge for hearing and the 
recommendation of an appropriate or¬ 
der thereon and pre-hearing conference 
shall be scheduled at a time and place to 
be designated in a subsequent order. 

And it is further ordered . That a copy 
of this order shall be served upon all par¬ 
ticipants In the informal conference, that 


a copy be posted In the Office of the Sec¬ 
retary of this Commission for public in¬ 
spection. and that a copy be delivered to 
the Director. Office of the Federal Reg¬ 
ister. for publication therein as notice to 
all Interested persons. 

By the Commission. 

[seal) Robert L. Oswald. 

Secretary 

The New England Governors* Conference 
The Northeast Association of OOtBtttiflsIonera 
of Agriculture 

State of Maine. Department of Transport a - 
tlon. for itself and on behalf of the De¬ 
partment of Agriculture 
Niagara Frontier Transportation Authority 
New England Grain and Feed Council 
Water Transport Association 
Maine Farm Bureau Association 
Now Hampshire Farm Bureau Federation 
Vermont State Farm Bureau 
Rhode Island Farm Bureau Federation 
Massachusetts Farm Bureau Federation 
Connecticut Farm Bureau Federation 
Farm Bureau Association 
The New York-New England Dairy Coopera¬ 
tive Coordinating Committee 
Maine Feed and Grain Cooperative 
Merrimack Farmers Exchange 
Central Connecticut Co-op 
Farmers Agricultural Cooperative Trad::.*: 
Society 

Northeastern Egg Marketing Association 
United Cooperative Farmers 
New Hampshire Poultry Growers Association 
H K Webtaer Co. 

E. C. and W. L. Hopkins Co. 

Maine Poultry Industries Association 
| FR Doc 73 14712 Filed 7-17-73,8:45 am] 
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Title 31—Money and Finance: Treasury 

CHAPTER II—FISCAL SERVICE. 
DEPARTMENT OF THE TREASURY 
SUBCHAPTtR B— BWICAU OF THE PUBUC 

PART 316—OFFERING OF UNITED 
STATES SAVINGS BONDS. SERIES E 
Redemption Values and Investment Yields 

The purpose of this fifth supplement to 
Department of the Treasury Circular No. 


RULES AND REGULATIONS 

653. Eighth Revision, dated December 12. 
1969. as amended (31 CFR Part 316). Is 
to show the redemption values and in¬ 
vestment yields for the next extended 
maturity period for United States Sav¬ 
ings Bonds of Series E bearing issue 
dates of December 1. 1943. through 
May 1. 1944; December 1, 1953. through 
March 1, 1954; April 1 through May 1. 


1954. and December 1. 1966 through 
May 1. 1967. Accordingly, the tables to 
the circular are hereby supplemented by 
the addition of Tables 9-A, 34-A. 35* *-A 
and 79-A, as set forth below. 

Dated; July 9. 1973. 

|skal| John K. Oarlock. 

Fiscal Assistant Secretary. 


TABLE 9-A 

BONDS BEARING ISSUE HATES FROM DECEMBER I. I*U THROUGH MAY I. 1*11 • 


|«Mtf pfUt - 

Denomination 


$18.75 
«. 00 


$37.50 
50. w 


S7L00 

100.00 


M75.00 

50Q.00 


$750.00 

1.000.00 


Approstraate luv*itm*nt yield 
(annual percentage rata) 


Period after second e» tended maturity 
(beginning 3»> years after haur date) 


(1) Redemption values during each tialf-ymr period 
(values l or mu# on flmt day of period shown) 


THIRD EXTENDED MATURITY PERIOD 


(2) From 1»e- 
ginnlng of 
thud eitetided 
maturity 
period to be¬ 
ginning of earh 
hall-year 
fwriod 


(I) Emm l*e- 
glnntng of 
each half-year 
period to l*e* 
ginning of nett 
half-year 
(ttriod 


(4) from iw- 
ginning <4 
each hall-yen 
period, to thir! 
attended 
maturity 


first H year 
h U> 1 yrar 

1 to 1)* yean 
1H to 2 years 

2 to 2U yean 

3H to I yean. 

3 to *H ywn. 

*HU>4 yean. 

4 u> 4H yean 
4H u> r» ye,us 


w ..... 'MW*) 

.(0/1/74) 
<12/1/74) 

. < 6 / 1 / 75 ) 

..( 12 / 1 / 75 ) 

...(8/l/7i) 

. min*) 

................(4/1/77) 

..(12/1/77) 

..( 8 / 1 / 78 ) 


5 to5B years. 

5H to 6 years. 

o tooM ycor*. 

OH to 7 yean. 

7 to 7H yean. 

KH to 9 year*. (fl''l/82) 

vu>9Hyear*._. —OVl/Wl 

UJi to to jtsn. .(0 t;»3) 

THIRD EXTENDED MATURITY VALUE <40 
jiMra from l«nr 4(e) (1X1,115) 


.(12/1/78) 

.. (0/1/78) 

-_(12/1/7*) 

.. (*'!/*» 

__....(12/1/00) 

.((Ul/Slj 


$51* 

$107.98 

$21498 

•1.079, HO 

IX LV>. 80 

M, 47 

110.94 

221.88 

1.100. 40 

1214 80 

57.00 

11100 

228.00 

1.1*0,00 

xmoo 

58.57 

117.14 

.71 W 

1,171. 40 

134X80 

00.18 

I J0 >1 

340.72 

1.204 m 

1407.20 

41.8$ 

122 M 

247.« 

1.334 40 

2.47*20 

03.47 

127.08 

251 12 

1.270.80 

X 541. 20 

m m 

130 f4 

241.12 

1,306.80 

X*1L20 

$7 -*> 

tH 14 

288.32 

1. 341. 80 

2.6*4 20 

fl ,/ 

137 84 

274 6* 

i.inx «o 

2.754 80 

70.82 

111.84 

'£4 28 

1.41A 40 

X8KL80 

rin 

144 XI 

291.04 

L154 20 

X 010.40 

7178 

141* .42 

mw 

1.494 20 

2,006.40 

74 82 

IttM 

307. 2H 

1,53140 

3,071*0 

74 a 

147. m 

314 72 

1,574 80 

3.157. 20 

81. ID 

pfiJL 70 

334.40 

I.82XOO 

3,24100 

83.39 

104 88 

333 SI 

1.884 80 

3.33420 

84 63 

171. 28 

34X52 

L 711 80 

3,424 20 

•7,» 

174 *4 

3&L02 

1.754 80 

461X20 

*0.40 

180 80 

341.80 

1,80100 

3,01100 

*X8» 

184 78 

371.54 

I.8S7.M 

3.71*. «8 


Pfrccnt 
O.oo 
4 48 

3 60 
XM 
AAO 

x so 
X 50 
5.50 
X 50 
A. 50 
5.50 
5.50 

5.50 
U« 
X 50 
ISO 

4.50 
A. SO 
4W 
450 

*5.50 


5,44 

4 52 
5.51 

5.50 
5, 48 

4.50 

5.51 

5 51 
440 
4 51 
440 
4 50 
4 51 
4 49 
450 
450 
442 
449 
550 
4 51 


Prretnt 
450 
450 
4 £0 
450 
450 
450 
450 
450 
450 
450 
440 
450 
450 
450 
450 
4 50 
450 

450 
4 M 

451 


»This table does not apply If the prevailing rale (or Series R bonds being bailed 
at the time the third rsteoskm begins Is different from 5 » percent 

* Month, day. and year on which tames of Daeamber 1,1943, enter each period, for 

*Ul>**tu*nt fceu* month* add the appropriate number of months. 


* Yield on purrliaae price from Issue date to third ertwwlnd maturity date Is (<M 
t»ereent * 


TABLE 34 A 

RONDS HEARING ISSUE DATES FROM DECEMBER I. 1944 THROUGH MARCH 1. 1*44' 


$14,74 
24 oe 


$17.50 

50.00 


$ 740 * 

100.00 


$150.00 


$375.00 

500.00 


$750.00 

IJ 


$7.5 

10.0 


Approximate Investment yield 
(annuo) |wrcrnUgc rate) 


Period after Oral extended maturity 
(beginning 19 yean 8 months after bone dale) 


(1) Redemption values during each hall-year t«crUd 
(values Increase <ni first day of period shown) 

8ECOND EXTENDED MATURITY' PERIOD 


(21 From begin¬ 
ning of second 
extended 
maturity 
period to 
twglnnlng of 
each tialf ymr 
period 


(R) From bcgjiv- 
niugof each 
lialf-year period 
to Ixvtnning of 
next half-year 
period 


(4) from begin¬ 
ning of each 
half-year 
to second 
extended 
maturity 


.* (Vl/71) 

_(7/7/74) 

.5/1/74) 

.... \wm 

.(2/1/74) 

.................. (8/1 /74) 

••••••*•••••%•/•/ »’* 

a . . • . WVTf) 

.(2/1/78) 

....(8/1/78) 

__....(2/1/79) 

4 to OH y®on*-....—. (8/1/79) 

AH to 7 years...— ..(2/1/W) 

7 to THynrn.~.<*'!/»> 

7H to 8 years.(XT/81) 

8 to 8H years.—.(Vl /81) 

HH to * )iar»..(2/1/82) 

9K to I0ysart_... iV l/*S) 

SECOND EXTENDED MATURITY VALUE 
(2f y car* and h maelhafrom lame dale i. . (4/L8J) 


First H jrrar. . 
H to I year. 

1 to 1H years... 
IH to 2 years ... 

2 to 2H years. 

2H to 3 >«»«. 

3 to 3H years. 

2H to 4 years. 

4 to 4H years. 

4H to 6 years. 

5 to 5H years. 

Md to « years—„ 


I3U.4A 

$7192 

1157.04 

•31188 

$m » •!. 67X40 

•15,784 

Pntmi 

o.oo 

/Vmnif 
452 

4156 

61. 10 

i*,: M 

32140 

811.00 

1.82X00 

16,220 

5.52 

4 47 

41.88 

S3 32 

18164 

333 > 

MX 20 

1,801 40 

18,864 

5.50 

452 

4181 

85.82 

17L34 

34X 4* 

65120 

1.71X40 


5.51 

v 4 47 

41,98 

87.98 

175.92 

361.64 

879.00 

1.759.2D 

17,592 

4 50 

460 

44 19 

00.8* 

160.76 

351.53 

90*. 80 

1,607.00 

1A. 078 

450 

4 5* 

4144 

9X88 

16176 

371.52 

WH.80 

1.657.60 

11578 

450 

4 47 

47.71 

9142 

190.64 

381.88 

954.20 

1,906.40 

19,0*4 

4 50 

4 49 

40.02 

98.04 

191» 

39X16 

900140 

1.980.80 

11»,008 

4 50 

451 

MX 37 

100.74 

201.48 

40X98 

1.007.40 

X 011 80 

20.148 

450 

452 

51.7ft 

10142 

207.04 

41108 

1.0*5.20 

2,070. 40 

20,704 

450 

4 40 

53. 16 

10138 

21X72 

425. 44 

1.06*. « 
l.OUXAflT 

X127 . 20 

21.272 

4 60 

4 Vi 

5164 

109. 2H 

218.56 

437.12 

X 165. 80 

2L8MI 

460 

i Ml 

ML 15 

KM 10 

22180 

449.20 

1.123100 

X 246.00 

2X480 

4 60 

4 49 

57.00 

115.3H 

230.76 

461.52 

1.15160 

X 307.80 

23,078 

460 

4 61 

89.28 

llA 50 

237. 12 

474.21 

1.185.60 

X171. 30 

A 712 

4 60 

450 

00.91 

12L82 

mid 

4A7.2* 

1, 218. 20 

X43140 

.►4.364 

6,50 

446 

8X48 

125. 10 

250.32 

500.64 

1,251.80 

*450120 

A0W 

450 

4 50 

0130 

128.80 

267. 20 

61140 

1. moo 

X 57X00 

25,720 

4 50 

4 61 

8107 

13X14 

264.28 

52156 

1.3X1. 40 

464X80 

J6, iJS 

450 

4 51 

€7.8$ 

US. 7$ 

771.54 

*4112 

1,3S7.SO 

2.71*. 60 

17.158 

•450 



4W 
450 
IW 
4 50 
450 
450 
450 
450 
450 
450 
450 
450 
450 
450 
450 
450 
450 
450 
4 51 
4 51 


i This table does not apply If the prevailing rate for Secies K bonds being booed 
at the time the second extension begins Is different from 5.50 percent. 

• Month, day, and year on which teoee of December 1.1953, enter each period. For 


subsequent bwue months add the aptwopriate number of months. , . . . 

• Yield on purchase price (rout Issue date to second exlexwled maturity date If * * 
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TABLE 35-A 

BONDS BEARING ISSUE DATES FROM APRIL I. THROUGH MAY I. IU4 ‘ 


. ft K7S 

25,60 


9T.S0 

8*00 


97AM $150. OO 917AM $750. M 97. (M 
100.00 260.00 500.00 I.OQO.OO 19.009 


Approximate Investment yield 
(annual percentage rate) 


period after first attended maturity 
i untuning 19 year* 9 month* after lame date) 


(1) Redemption values during each half-yror prrlod 
(value* Increase on lint day of period shown) 


SECOND EXTENDED MATURITY PERIOD 


(7) From login¬ 
ning of second 
extended 
maturity 
period to 
•orli half-year 
period 


(3) From begin- 
nine of each 
hall-year Period 
to Leg Inn fng of 
next half-year 
period 


14) From begin¬ 
ning of ku Ii 
half-year period 
to «ecrmd 
extended 

maturity 


• 

y’trS 1) year— • (12/1/73 

► 

m.77 

$7*54 


$318, |« 

$79*40 $1,500.90 

$15,606 

FYrcraf 

0.00 

/Vrreaf 
A 99 

PfTttnt 

AM 

llnl****....(12/1/74 


4AM 

86 72 

10* 44 

*34 N4 

917. 20 

1,434.40 

16344 

546 

A 53 

AM 


41.10 

8191 

147. M 

33ft. ttt 

630.90 

l.f7A6i» 

IA7V6 

A 51 

A 4ft 

AM 

1 

4* 14 

9* 28 

172. 50 

345. 12 

JWX60 

i.rxAoo 

17. 06 

A50 

Ml 

A50 

•*2)fyt>ar9...... (Wj 

1 

44.33 

SAM 

177.92 

954.44 

90*60 

1.77*20 

17.792 

ft. SO 

AM 

AM 

m mayors.(Vl/w 

1 

4AB5 

91. 10 

MCiTO 

344.40 

OIL 00 

1.922.00 

16,2*0 

A Vi 

<- 

AM 

5!..$^ years...~...(12/1/78 


4AWI 

iH 60 

187.30 

*74.40 

m m 

1.67X00 

1A720 

5 50 

ABCS 

AM 


1 

4Aff> 

V* 18 

Ittl » 

5M. 72 

uei.M) 

Lt»2*9A 

16.236 

AftO 


A 50 

4m«14 .(12/1/77 

) 

49. 41 

*.*2 

m.44 

38* 2ft 

49* ;*» 

LOTS. 40 

19.764 

| ‘H' 


AM 

i -, to 5 yrwrs...(ft/ I/7M 

50.77 

101.54 

202,04 

40*10 

I.01A 413 

2.0*0.60 

AI.3WI 

AftO 

, p. 

AM 

52. W 

14L A* 


417.28 

1,049.20 

2.066. 40 

aO.664 

A 50 

A 83 

AM 


51 flO 

107.» 

21140 

428,80 

l.OTX 00 

X 144.00 

21,440 

AM 

A 90 

AM 


5107 

110.14 


446.56 

LWI.40 

i m*o 

&LO0B 

AM 

AM 

AM 

6H toTyegflL...(6/1/80) 

5*M 

111 tft 

w ai 

45X72 

6 121 60 

XJH90 

22 . 0 *n 

A 50 

A 99 

AM 

s w> $4 years..„.~.( 12 / 1 /M) 

M.14 

11* » 

23X56 

465 12 

1,16X60 

X*A M 

2*258 

AM 

AS0 

AM 

W 74 

11*48 

236 98 

477. «2 

1, l!H 60 

X3»#.no 

mm 

A M 

A 52 

AM 

41 90 

122. 78 

245 56 

491. 12 

A 227. 60 

X45A60 

24,556 

AM 

A 97 

AM 

M* m2 years..(AW) 

0AOT 

12A 14 

35X2S 

5U4.54 

i, 261 4U 

X 52X60 

S m 

AM 

AM 

AM 

"t-vhpaiA..-. 

to Mi years.(A'1/82) 

sM ONO EXTENDED MATURITY 

V ALUE i 25 >car*end 8 iwaisthafrwm 

mmuc dale: (17 1 VD 

44. M 

12*62 

256.34 

51* 48 

L2yA 20 

*86X40 

2&,VM 

AM 

A 40 

A 90 

04 50 

133 ia 

26418 

53X72 

1,331 60 

XM3.no 

26,636 

AM 

AM 

AM 

CMS 

DAM 

272,411 

$47.36 

1. 386.49 

X73AM 

27,34ft 

3AS9 

-— 

---- 


1 TIUi tabl* does not apply If the prevailing rate for Series K bonds being IwmI at *et|unii Issue month* odd tbe op|r«>|einlr number of month*. 

. ume tbe second e*tension begins Is different from 5.50 percent. » Yield on puirhaae price from issue dale to second rati-nded maturity date t« 4.4t 

- Month, day, oihI year on which Hanes at April 1,1954 enter each period. For sub- perceuL 

TABLE 7D-A 

BONDS BKtKtNti ISSUE DATES FROM DECEMBER I. 1944 THROUGH MAY I. 1947 • 


U«u**rte* . $1*7S *27.50 954.35 $7AO* $150.M $17A00 $750.09 $7,500 Approximate investmmt yield 

iirnoinlnaLWa . 2AM 50.60 7AM 100. SO 99AM $M.M 1.09AM 10,0M •annual percentage rate 


Period after original maturity 
legimdng 7 ymm after bouo date) 


(1) Redemption Tables during each half-year period 
(value* lucre*** on first day of period shown) 


EXTENDED MATURITY PERIOD 


(2) F»om begin- (I) From begin- <41 From Win¬ 
ning of rxtrndrd ntng of toch ball- ning of rorJ» luUf- 
tuouirity i»eiiud you ptfiod to year period to 
to beginning of beginning of extended 
cadi indf > «ar next half-year maturity 
prriud period 


Kinl h)wr. 

.>(IXT/73| 

) $2107 

$5X14 

$7*21 

$104.28 

I26M 

$521.40 $1,042 90 

I10.43H 

/Vrcrni 

U. til 

/Vrnraf 

A 52 

/Yrrraf 
AM 

H to 1 year.. 

_(0/1/74 

) 25 ?J 

5*68 

xa 27 

107.16 

21632 

535.80 

1,071.40 

10,716 

A 52 

A 46 

AM 

t to lh yenrx..... 

..(12/1/74) 27.M 

55.04 

9X56 

liat* 

220. 16 

556 40 

i, ioa Ml 

11,006 

A 40 

A 52 

AM 

1 h to 2 years. . 

mm 

\ ax 26 

59.M 

94.84 

11*12 

226 34 

565.40 

1,131.20 

11.212 

&.50 

A 52 

AM 

2U» 2h yvurt___....... 

7)lU)3yrdn... _........ 


> 25.06 

6*12 

97.18 

116.24 

23X48 

iisi. 39 

1.162 40 

11.624 

AM 

A 51 

AM 


1 20. Ml 

00.72 

W 5* 

119.44 

236 88 

507.20 

1.194.40 

11,944 

AM 

A 99 

AM 

3 lo$!y ymg | 


» 3u<Vi 

61.38 

OX 04 

12X72 

265.44 

61*60 

1.2J7.30 

1*272 

AM 

A 46 

AM 

Sty tl> 4 ynurx_...._- 

...(6/1/77 

1 31.52 

6*04 

94.56 

126 OH 

26X16 

63a 40 

l.Ma«o 

1X9* 

AA0 

A 52 

AM 

4 to4V5 year*. 

..(12/1/77! 

) 3XM 

64.78 

97. t7 

129.54 

250.12 

617.80 

1. X»*i. 00 

1XM4 

AM 

AM 

AM 

4‘y U j year*..... 

...(6/1/78] 

* 3*28 

Ml 56 

V# M 

13*12 

206 34 

(AY 6) 

1,3*1.30 

1*212 

AM 

A 47 

AM 

i m 5Vi yean. 

..(12/1/78; 

) *1.10 

<*. 2ft 

I0X 57 

136 76 

27*92 

68*80 

1.367.60 

13,076 

AM 

A 56 

AM 

U) ( years. 


1 *514 

7U 28 

10142 

140. M 

Sit. 12 

702 m 

1,906 60 
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DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Office of the Secretary 

(Docket No. N-73-182J 

PROTECTION AND ENHANCEMENT OF 
ENVIRONMENTAL QUALITY 

Procedures 

On October 20. 1972 (37 PR 22673) 
the Council on Environmental Quality 
published HUD Circular 1390.1. 44 Depart¬ 
mental Policies. Responsibilities and 
Procedures lor Protection and Enhance¬ 
ment of Environmental Quality" Imple¬ 
menting section 102(2) (C) of the Na¬ 
tional Environmental Policy Act of 1969 
(P.L. 91-190). Although this Circular was 
issued as a draft on July 16. 1971, it was 
made effective immediately, pending is¬ 
suance of final procedures. 

The Department consulted with the 
Council on Environmental Quality on the 
procedures and considered comments 
from interested parties, including nu¬ 
merous Federal agencies. Major changes 
and improvements have been made, and 
the revised procedures are now being 
issued in the form of HUD Handbook 
1390.1. "Departmental Policies. Respon¬ 
sibilities and Procedures for Protection 
and Enhancement of Environmental 
Quality." These new procedures will 
facilitate and promote the Department’s 
implementation of the National Envi¬ 
ronmental Policy Act of 1969. 

On May 2, 1973 (38 FR 10856) the 
Council on Environmental Quality pub¬ 
lished proposed revised guidelines on the 
preparation of environmental Impact 
statements. These proposed guidelines 
provide that, after they arc made effec¬ 
tive. each Federal agency shall revise its 
procedures to respond to requirements 
imposed by the revised guidelines. 

Since the Department’s new proce¬ 
dures will substantially improve imple¬ 
mentation of its environmental respon¬ 
sibilities and will soon be further revised 
to comply with the revised CEQ Guide¬ 
lines. comment and public procedure 
would be unnecessary and contrary to the 
public Interest and good cause exists for 
making HUD Handbook 1390.1 effective 
upon publication. 

Interested parties are invited to submit 
written comments concerning the revised 
procedures to the Rules Docket Clerk. 
Office of the General Counsel. Room 
10256. Department of Housing and Ur¬ 
ban Development. 451 Seventh Street. 
SW., Washington, D.C. 20410. 

(Sec. 7(d). Department of HUD Act; 42 
use. 3535(d); eec. 102(2). National En¬ 
vironmental Policy Act of 1969; 42 USC. 
4332(2)) 

James T. Lynn. 

Secretary of Housing 
and Urban Development. 

(1390.11 

DSP AST MENTAL POLICIES. RCSPONfilBILmES AND 

Procedures roa Protection and Enhance¬ 
ment or Environ mental Quality 

HOD STAFF 

Approved June 11. 1973. 
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ment or Environ mental Quality 

CHAPTER I—GENERAL POL1CT AND 
responsibilities 

1. Purpose and authority . The National 
Environmental Policy Act of 1969 (PL. 91- 
190) establishes new national policy, goals 
and procedures for protecting and enhancing 
environmental quality. The act. effective 
January 1, 1970. establishes the Council on 
Environmental Quality to set overall policies 
to implement the Act. 

The National Environmental Policy Ac: 
(NEPA) directs the Federal government to 
use all practicable means, including financial 
and technical assistance, to implement the 
national policy. NEPA governs all Federal de¬ 
partments and agencies and requires system¬ 
atic attention to the environmental conse¬ 
quences of all Federal activities 

The purposes of this Handbook are to set 
forth departmental environmental policy, to 
assign responsibilities, and to provide proce¬ 
dural guidance to all headquarters and field 
offices for environmental clearances under 
NEPA. The Handbook applies to HUD legis¬ 
lative proposals, policy and guidance docu¬ 
ments (Including guides, regulations, hand¬ 
books. circulars, technical standards, etc), 
and Individual project approval actions on 
Insurance, loans and grants, subsidies and 
demonstration projects. 

This Handbook is based on authority pro¬ 
vided in: 

a. The Department of Housing and Urban 
Development (HUD) Act of 1965 (PL. 89 
174) which provides that the Secretary may 
make rules and regulations as may be neces¬ 
sary to carry out his functions, powers, ami 
duties, and sets forth, as a matter of nation *i 
purpose, the sound development of the Na¬ 
tion’s communities and metropolitan ares* 

b. The National Environmental Policy Act 
of 1969 (PL. 91-190) which establishes a 
comprehensive policy for protection and en¬ 
hancement of environmental quality by the 
Federal Government, creates the Council on 


* Filed as part of the original document. See 
83 Stat. 852. 42 UB.C. 4321 note. 

* Filed as part of the original document. See 
36 FR 4247. March 7. 1970. 

» Filed as part of the original document. Sec 

36 FR 7724. April 23, 1971. 

• Filed as part of the original document. See 

37 FR 24146. November 14. 1972. 

• Filed as part of the original document See 
36 FR 8921. May 15. 1971. 
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Environment*! Quality (CEQ) In the Execu¬ 
tive Office of the President and directs Fed¬ 
eral Agencies to carry out the purposes of 

this Act; 

c. Presidential Executive Order 11514. 
dated March 5, 1070. which directs heads of 
Agencies to monitor, evaluate and control 
their agencies' activities so as to protect and 
enhance the quality of the environment (see 
Appendix J): 

cl. The Guidelines of the Council on En¬ 
vironmental Quality, dated April 23. 1071, 
which call for heads of agencies to establish 
agency procedures for Implementing section 
102(2)(C) of NEPA (so© Appendix K); 

e. Office of Management and Budget 
IOMB) Circular A-95, dated February 9.1971, 
and amended March 8, 1972. which provides 
for Inputs by State and local agencies au¬ 
thorised to develop and enforce environ¬ 
mental standards regarding the environ¬ 
mental Impact of proposed projects for which 
Federal assistance Is sought: 

f. OMB Bulletin 72-8. September 14. 1971, 
which establishes procedures for environ¬ 
mental statements to accompany legislative 
proposals and provides for annual budget 
estimate* to be accompanied by a list of spe¬ 
cific actions which require preparation of an 
Environmental Impact Statement; 

g. Section 108 of the National Historic 
Preservation Act of 1988 (PI*. 80-065) and 
Procedures for Compliance issued by the Na¬ 
tional Council on Historic Preservation (see 
Appendix L) and Presidential Executive 
Order 11593 (see Appendix M), dated May 13. 
1971, which require heads of agencies to ad¬ 
minister their programs so as to preserve the 
Nation's cultural environment, particularly 
5 lies on the National Register of Historic 
Places; 

h. The Housing Act of 1949 (P.L. 81-171) 
which seta forth the national goal of "a de¬ 
cent home and a suitable living environment 
for every American family," affirmed by the 
Housing and Urban Development Act of 1968 
iPL 90-448). 

2. Terminology —a. Environment. Environ¬ 
ment Is not defined in NEPA or in the CEQ 
Guidelines. However. It Is dear from section 
102 of the Act and elsewhere that the term 
is meant to be Interpreted broadly to Include 
physical, social, cultural, and aesthetic dl- 
n*m»ions. Examples of environmental con- 
:'derations are: air and water quality, ero- 
nion control, natural hazards, land use plan¬ 
ning, site selection and design, subdivision 
Ofvciopment, conservation of flora and fauna, 
urban congestion, overcrowding, displace¬ 
ment and relocation resulting from public 
or private action or natural disaster, noise 
pollution, urban blight, code violations and 
tmiidlng abandonment, urban sprawl, urban 
growth policy, preservation of cultural re¬ 
sources, Including properties on the National 
Register of Historic Places, urban design and 
tiie quality of the built environment, the 
impact of the environment on people and 
their activities. 

b. Major Federal actions significantly at - 
frcling the quality 0/ the human environ¬ 
ment. Those actions taken by a Federal 
agency which require Environmental Impact 
St Ate menu In accordance with section 102 
(2) (C) of the National Environmental Policy 
Act. As HUD processes between 15.000 and 
20,000 applications per year at the project 
level, not including insurance actions on in¬ 
dividual houses, the three level environ¬ 
mental clearance process defined In this 
Handbook shall be used to determine which 
action is a major Federal action significantly 
affecting the quality of the human environ¬ 
ment. 

c. Significant environmental impact. For 
the purposes of this Handbook, the term 

significant environmental impact" is used 
to describe the consequences of an action 


significantly affecting the quality of the 
human environment. This term Is defined to 
some extent in paragraph 5 of the CEQ 
Guidelines, but the definition In general is 
a matter of discretion delegated to agency 
heads for formulation of guidelines subject 
to the approval of CEQ. 

d. Environmental impact. An environ¬ 
mental impact Is any alteration of environ¬ 
mental conditions or creation of a new set 
of environmental conditions, adverse or bene¬ 
ficial. caused or Induced by the action or eet 
of actions under consideration. Assessment 
of the significance of the environmental im¬ 
pact generally involves two major elemenu: 
A quantitative measure of magnitude and 
a qualitative measure of Importance. Such a 
determination Is a matter of agency judg¬ 
ment and consensus; at the project level, 
this Judgment shall be governed by HUD 
environmental policies and standards. 

e. HUD environmental policies and stand¬ 
ards: National. Departmental, and program 
objectives, policies, standards, and proce¬ 
dures. These Include: (X) National environ¬ 
mental goals and policies as expressed in the 
National Environmental Policy Act. other 
statutes and Executive Orders listed In para¬ 
graph 1 above, and guidelines Issued by the 
Council on Environmental Quality; (2) De¬ 
partment-wide standards and policies such 
as HUD Circular 1390.2; and (3) environ¬ 
mental considerations contained in program 
policy and guidance documents. Including 
environment-related project selection cri¬ 
teria, minimum property standards, and en¬ 
vironmental elements of program circulars, 
handbooks and other issuances. Further clar¬ 
ification will be provided with the revision of 
program policies, procedures, standards and 
criteria and/or issuance of the consolidated 
office-wide circulars or handbooks of en¬ 
vironmental policies and standards as pro¬ 
vided in paragraph 48.(2). 

f. Major amendatory . For the purposes of 
this Handbook, a significant change In the 
nature, magnitude or extent of the action 
from that which was originally evaluated 
and which may have a significant affect on 
the quality of the human environment, such 
as an environmentally significant change in 
location or site, area covered, size or design 
in which case they require environmental 
clearance. An Increase or decrease In coat U 
considered a major amendatory only when 
the increase or decrease reflects such an en¬ 
vironmentally significant change in the 
project. 

g. Threshold. A criterion of size or of envi¬ 
ronmental Impact above which a Special En¬ 
vironmental Clearance is always required. 
The threshold is designed to screen out the 
more important HUD actions for special at¬ 
tention HUD thresholds are set forth In 
Appendix A-l of this Handbook. 

h. Decision points. Those points of Federal 
commitment in the decision-making process 
before which prescribed environmental clear¬ 
ances roust be completed. HUD decision 
points are set forth in Appendix A-l of this 
Handbook. 

t Finding of inapplicability (negative 
statement). A determination by an author¬ 
ized HUD official, under the authority of the 
HUD Guidelines approved by CEQ. which are 
Issued in accordance with the CEQ Guide¬ 
lines implementing NEPA, that no Environ¬ 
mental Impact Statement U required for the 
proposed HUD action under consideration. 
The Pindlng of Inapplicability for project 
level actions is a part of the Special Environ¬ 
mental Clearance. The format for the Find¬ 
ing of Inapplicability for policy actions Is set 
forth in Appendix F. 

J. Comments Formal reactions by one Fed¬ 
eral agency to the proposed action and the 
Draft Environmental Impact Statement of 
another Federal agency; also formal reactions 


of State and local agencies or of public or 
private groups to the proposed action. Each 
Federal agency. Including HUD, is obliged to 
take these comments received on Its Draft 
Environmental Impact Statement into ac¬ 
count In the Final Environmental Impact 
Statement and in the appro val or disapproval 
of the proposal. The HUD format for com¬ 
ments on Environmental Impact Statements 
of other agencies is set forth In Appendix O. 

k. Areas of jurisdiction by late or special 
expertise. The areas In which one agency Is 
asked to comment on major actions by an¬ 
other agency In accordance with NEPA and 
the CEQ Guidelines. Appendix II to the CEQ 
Guidelines provides CEQ views on those 
areas. HUD Draft Environmental Impact 
Statements shall be sent to those agencies 
listed under the appropriate areas to solicit 
their c omme nts. HUD's areas of expertise in 
which HUD comment will be solicited are 
listed in Appendix H. 

l. Substantial rehabilitation. Repair or re¬ 
habilitation of a structure which prolongs Its 
useful life for twenty (20) years or more. 

3. General policy. The national goal of "a 
decent home and a suitable living environ¬ 
ment for every American family"—estab¬ 
lished by the Housing Act of 1949 and subse¬ 
quently reaffirmed by Congress in 1988—is 
central to the mission of the Department of 
Housing and Urban Development (HUD). 
The National Environmental Policy Act 
(NEPA) furthers this goal. While recognizing 
that adverse environmental impacts are 
sometimes unavoidable In pursuing other 
goals. NEPA requires that environmental 
values be given appropriate consideration In 
decision-making along with economic and 
technical factors. The object la to achieve 
the optimum balance among competing 
needs and goals—not to stop the building of 
cities, but rather to build with foresight so 
that rational development is achieved with 
due regard for the capacity of natural and 
man-made systems and for the quality of Ufa 
attained within the resulting environment. 

In addition to the prevailing national em¬ 
phasis on anti-pollution and conservation 
aspects. HUD is also concerned with the 
environment of urban areas and how It 
affects the quality of life. Efforts to improve 
the quality of the environment certainly In¬ 
volve the abatement and prevention of many 
annoying and threatening nuisances—atr 
pollution, water pollution, land pollution, 
noise—which Impinge on our dally living. 
But efforts to Improve environmental quality 
also include more positive actions such os 
provision of open space, the development of 
aesthetically pleasing urban areas, provision 
of adequate access to employment and cul¬ 
tural opportunities, reductions in structural 
deficiencies, maintenance of high quality in 
new construction, and appropriate planning 
for the proper juxtaposition of spaces for 
various human aclivltieii. 

a. It is the policy of the Department to 
reject proposals which have unacceptable en¬ 
vironmental Impacts, based on HUD environ¬ 
mental policies and standards, which cannot 
be avoided, and to encourage modification of 
project proposals or plans in order to enhance 
environmental quality and minimize environ¬ 
mental harm. At each stage of the environ¬ 
mental clearance HUD officials shall work 
with the applicant to seek means for avoid¬ 
ing adverse environmental impact, maximiz¬ 
ing environmental quality, and considering 
superior alternatives. 

b. When environmental clearances reveal 
conditions or safeguards which should bo 
Implemented once a project is approved in 
order to protect and enhance environmental 
quality or minimize adverse environmental 
Impacts, such conditions or safeguards shall 
be set forth as requirements in the contract, 
grant, or other documents which delineate 
the obligations of the recipient. The con- 
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tractor's performance In meeting such con¬ 
ditions shall be monitored and evaluated as 
part of the normal project monitoring and 
o valuation. 

c. Environmental Impact shall be evaluated 
on as comprehensive a scale as U feasible, 
with a view to the overall cumulative Impact 
of HUD actions and programs, as well as the 
project specific Impacts of a particular pro¬ 
posal. Environmental factors shall be con¬ 
sidered as early as possible In the review and 
decision-making process. 

d. Section 102(2) (A) of the National En¬ 
vironmental Policy Act directs all agencies to 
“utilize a systematic, Interdisciplinary ap¬ 
proach which will Insure the Integrated use 
of the natural and social sciences and the 
environmental design arts in pl annin g and 
in decision-making which may have an Im¬ 
pact on man's environment." When making 
determinations regarding environmental im¬ 
pacts, HUD officials shall consult HUD pro¬ 
fessional personnel, such as urban planners, 
landscape architects, civil engineers, sanitary 
engineers, architects, economists, demogra¬ 
phers, sociologists, lawyers, and others who 
are qualified to provide advice on specialized 
and broad aspects of environmental con¬ 
cerns. 

e. HUD officials shall continue to establish 
and review environmental policies, stand¬ 
ards and procedures for administering HUD 
programs to promote environmental quality. 
HUD policies and procedures must be con¬ 
sistent with this Haudbook. 

4. Office respond bill ties /or protection and 
enhancement of environmental quality .— 

a. Assistant Secretary for Community 
Planning and Development (CPD ). The As¬ 
sistant Secretary for CPD is assignod the 
overall departmental responsibility for 
administering and coordinating the depart¬ 
ment-wide aspects of environmental policies 
and procedures set forth In this Handbook. 
He shall be assisted as appropriate by all 
HUD Assistant Secretaries, the Oeneral Coun¬ 
sel. the Federal Insurance Administrator, and 
the HUD Regional Administrators, and he 
shall have authority to delegate portions of 
the total responsibility as appropriate. The 
Assistant Secretary for CPD shall provide 
leadership in moving toward a unified de¬ 
partmental set o f pol icies and standards to 
be applied to all HUD actions. He shall also 
be HUD's principal point of contact with 
the Council on Environmental Quality, the 
Advisory Council on Historic Preservation, 
the Environmental Protection Agency, other 
Federal agencies and State and local groups 
on environmental matters. He shall pro¬ 
mulgate such additional internal HUD guid¬ 
ance as may be necessary for carrying out 
these functions and shall monitor and audit 
HUD activities pursuant to this policy. He 
may designate a senior staff member as the 
Departmental Environmental Clearance Of¬ 
ficer (ECO) to act for him In carrying out 
responsibilities under this Handbook. 

b. General Counsel. The General Counsel 
shall: 

(1) Designate an Environmental Clearance 
Officer (ECO) who shall act as his principal 
advisor on environmental matters and estab¬ 
lish environmental clearance procedures for 
hla office: 

(2) Require the preparation of the En¬ 
vironmental Impact Statement or Finding of 
Inapplicability for all new HUD legislative 
proposals which may have significant en¬ 
vironmental Impact; 

(3) Require the preparation of a Draft 
Environmental Impact Statement or a Find¬ 
ing of Inapplicability prior to the publica¬ 
tion of each notice of proposed rule making 
In the Fedkxal Raotsm, and a Final Envi¬ 
ronmental Impact Statement (where appli¬ 
cable) prior to the approval and promulga¬ 
tion of new regulations which may have a 


potential for significantly affecting the qual¬ 
ity of the human environment (see para¬ 
graph 5 c. (3)): 

(4) Do provided the opportunity to review 
Draft and Final Environmental Impact 
Statements prior to Issuance for policy 
actions and Central Office project actions. 

(5) Support the Assistant Secretary tor 
CPD on matters relating to litigation. Inter¬ 
pretation of statutory requirements and 
other areas as appropriate. 

c. Assistant Secretaries and Federal Insur¬ 
ance Administrator. (1) Designate an Envi¬ 
ronmental Clearance Officer (EOO) a senior 
official (or staff director) who ahall act as 
principal advisor on environmental matters, 
maintain an environmental reference file of 
appropriate background and resource mate¬ 
rial, oversee the development of environmen¬ 
tal policies, standards and procedures for 
the office, monitor proposed policy actions 
and provide for environmental clearances for 
those which may have a potential for signifi¬ 
cantly affecting the quality of the human 
environment and maintain liaison with the 
Assistant Secretary for CPD; 

(2) Revise existing program policies, pro¬ 
cedures. standards, criteria, and application 
forms promulgated by his office to includo 
provisions for environmental considerations 
and clearance requirements in accordance 
with departmental policies and procedures 
set forth In this Handbook; and/or Issue a 
new document of environmental standards, 
criteria, and clearance procedures which 
shall govern all programs under hU Jurisdic¬ 
tion; 

(3) Establish and maintain, in consulta¬ 
tion with the Assistant Secretary for CPD. 
orderly procedures for environmental clear¬ 
ances for proposed policy actions which may 
have significant environmental impact. These 
shall provide for an Environmental Impact 
Statement or a Finding of Inapplicability for 
proposed legislation, new regulations, policy 
issuances, guidance documents or revisions 
to program policies and procedures which 
may have a potential for significantly affect¬ 
ing the quality of the human environment 
(see paragraph 5.c.(2)): 

(4) Assign sufficient qualified personnel to 
activities required to Implement this Hand¬ 
book and to address general Issues of environ- 

*mental protection and enhancement; and 

(5) Provide to the Assistant Secretary for 
CPD a formal evaluation each year of prog¬ 
ress In his program area In those activities 
specified In (2) through (4) above. This shall 
Include a review of environmental clearances 
of programs and policy documents accom¬ 
plished In the previous year and an assess¬ 
ment of what needs to be done In the up¬ 
coming year. 

d. Asvlsfont Secretary for Administration . 
The Assistant Secretary for Administration 
or his designee shall support the Assistant 
Secretary for CPD in budgetary process re¬ 
quirements aet forth In OMB Bulletin No. 
72-5. 

e. Regional Administrators. Each Regional 
Administrator shall: 

(1) Designate his Assistant Regional Ad¬ 
ministrator for CPD as the Regional Office 
Environmental Clearance Officer (RO-ECO). 
who shall act as principal advisor to the Re¬ 
gional Administrator on environmental af¬ 
fairs, maintain an environmental reference 
file of appropriate background and resource 
material, oversee and monitor environmental 
clearances throughout the Region Including 
compliance with the review requirements of 
Section 105 of the Historic Preservation Act, 
and provide training as necessary; 

(2) Assign sufficient qualified personnel to 
carry out environmental clearances described 
herein, and take other actions necessary to 
carry out departmental environmental pol¬ 


icies and standards, as directed by this 
Handbook; 

(3) Provide the Assistant Secretary for 
CPD with a formal annual evaluation of 
the progress in Implementing NEPA and this 
Handbook for all programs In the Region; 
and 

(4) Bring to the attention of the Assist, 
ant Secretary for CPD significant policy is¬ 
sues which appear to require additional de¬ 
part mental guidance regarding their environ, 
mental aspects. 

f. Area Office and Insuring Office Direc¬ 
tors. The Area and Insuring Office Director?., 
shall: 

(1) Designate, in the Area Office, the As¬ 
sistant Director for Planning and Relocation 
as the Area Office Environmental Clearance 
Officer (AO-ECO) (a different senior official 
or staff director reporting directly to him or 
his deputy may be designated as the ECO 
with the approval of tho RO-ECO and the 
Assistant Secretary for CPD), who shall set 
as principal advisor to the Area Director on 
environmental affairs, maintain an environ- 
mental referenoe file of appropriate back¬ 
ground and resource material, oversee and 
monitor environmental clearances in the Area 
Office, and provide training as necessary. The 
ECO's responsibilities shall also include eval¬ 
uating the adequacy of the performance of 
the program staff regarding environmental 
clearances for which they are responsible and 
recommending changes where necessary to 
the Area Dlreotor. For purposes of compUAnce 
with the special review requirements of sec¬ 
tion 105 of the Historic Preservation Act (see 
Appendix L), the AO-ECO shall also serve m 
the staff member responsible for compliance 
with section 105. 

(2) Designate, In the Insuring Office, the 
Chief Underwriter as the Insuring Office En¬ 
vironmental Clearance Officer (IO-ECOi, 
who shall act as principal advisor to the 
Insuring Office Director on environmental 
affairs, maintain an environmental reference 
file of appropriate background and resource 
material, oversee and monitor environmental 
clearances in the Insuring Office, and pro¬ 
vide training as necessary. The ECO's re¬ 
sponsibilities ahall also Include evaluating 
the adequacy of the performance of the pro¬ 
gram staff regarding environmental clear¬ 
ances for which they are responsible and 
recommending changes where necessary ;o 
the Area Director. For purposes of compli¬ 
ance with the special review requirements of 
section 105 of the Historic Preservation Act 
(see Appendix L), the IO-BCO shall also 
serve as the staff member responsible for 
compliance with section 105. 

(3) Assign sufficient qualified personnel to 
carry out environmental clearances described 
herein, and take other actions necessary :o 
carry out departmental environmental poli¬ 
cies and standards, as directed in this Hand¬ 
book; 

(4) As directed by the Regional Admin¬ 
istrator. provide for periodic evaluation of 
the progress in Implementing NEPA and this 
Handbook; and 

(5) Bring unresolved policy issues to the 
attention of the Regional Administrator 

ciiAPm a —invuonickntal clkoeakccs 

5. Environmental ctearance policy on UVD 
actions. The purpose of this section to to 
establish a procedure for determining 
whether a proposed HUD action Is a "ma)or 
Federal action significantly effecting the 
quality of tbo human environment", and 
whether the proposal should be accepted, re¬ 
jected. or modified accordingly. 

a. General. The procedure Involves a three 
level environmental clearance process: Nor¬ 
mal Environmental Clearance; Special En- 
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vironmentol Clearance; and Environmental 
Impact Statement Clearance. 

Normal Clearance is essentially a consis¬ 
tency check with HUD environmental policies 
*nd standards and a brief evaluation of 
environmental Impact. Special Clearance re¬ 
quires an environmental evaluation of 
greater detail and depth. Finally, an En¬ 
vironmental Impact Statement Is the com¬ 
plete and fully comprehensive environmental 
evaluation. Including formal review by other 
Federal. State and local agencies, as pre¬ 
scribed by section 102(2) (C) of NEPA. 

Many HUD actions will bo subject to a 
Normal Environmental Clearance. On the 
basis of that clearance, the proposed project 
shall be accepted, rejected, or modified ac¬ 
cordingly. However. If, even after appropriate 
modification to mitigate environmental Im¬ 
pacts, It is determined that there Is poten¬ 
tial significant environmental Impact, Special 
Clearance procedures shall be Initiated. If. 
after Special Clearance and the implementa¬ 
tion of any changes mitigating environ¬ 
mental Impacts, such Impacts are still sig¬ 
nificant as a result of the action, an En¬ 
vironmental Impact Statement shall be 
prepared on the proposed action. 

Not all proposed actions will undergo Nor¬ 
mal Environmental Clearance. Some, because 
of their size or for other reasons, shall be 
processed directly through Special Clearance 
or Environmental Impact Statement Clear¬ 
ance. Projects which shall go directly through 
special Clearance or Environmental Impact 
statement Clearance are described in Appen¬ 
dices A and B-l. 

All required environmental clearances shall 
be completed prior to the decision points de¬ 
scribed In Appendix A The environmental 
clearance process is discussed further in 
Appendix B. 

(1) Exemptions. Although HUD*s general 
policy on environmental considerations ap¬ 
plies to all HUD actions, tho procedural re¬ 
quirements for environmental clearances set 
forth in th is paragraph shall not apply to 
those HUD actions which have been deter¬ 
mined not be “major Federal actions sig¬ 
nificantly affecting the quality of the human 
environment". These shall Include an Indi¬ 
vidual action on a one-to-four family dwell¬ 
ing, training grants, or rehabilitation and 
modernization projects which do not extend 
the life of a structure twenty (20) years or 
more. Exemptions from environmental clear¬ 
ances do not exempt these activities from the 
requirement* of Section 106 of the National 
Historic Preservation Act of 1066 when a 
property is listed on. or nominated to. the 
National Register of Historic Places. (See Ap¬ 
pendix L for Advisory Council on Historic 
Preservation procedures.) 

Planning assistance projects (701 Compre¬ 
hensive Planning Assistance grants and other 
planning loons and grants) are exempted 
from the procedural requirements, but in 
lieu thereof an environmental assessment of 
the final planning product shall be required 
as part of the proposed planning program. 

With respect to disaster relief and emer¬ 
gency activities of tho Department, proce¬ 
dures for environmental clearance shall not 
apply to actions designed to meet the tempo¬ 
rary housing needs of the affected popula¬ 
tion Disaster activities which provide perma¬ 
nent housing and other recovery efforts will 
follow the environmental clearance proce¬ 
dures. However, where required by the seri¬ 
ous nature or the situation ond upon the 
approval of the Assistant Secretary for CPD. 
activities such as disaster related early land 
acquisition, clearance of damaged structures 
and relocation efforts may taka place prior 
to the completion of the environmental 
review. 

Except for these exemptions, an HUD ac¬ 
tions must undergo one or more environmen¬ 
tal clearances. 


(2) Additional requirements. The respon¬ 
sibilities and clearance requirements set 
forth in this paragraph represent minimum 
Departmental requirements. Regional Ad¬ 
ministrators and Area and Insuring Office 
Directors with the concurrence of the Re¬ 
gional Administrator have discretion to re¬ 
quire such additional clearances and respon¬ 
sibilities ms are deemed necessary for the 
effective Implementation of this Handbook. 

(3) Controversy. Decisions resulting from 
Normal or Special clearance shall give ade¬ 
quate consideration to existing or potential 
environmental controversy. Issues raised by 
opponents and supporters of the HUD actions 
shall be carefully examined to determine 
whether the project Involves significant en¬ 
vironmental impacts. Major controversy 
which appears to raise substantive environ¬ 
mental issues is a factor which should con¬ 
tribute to a decision to undertake a more 
comprehensive environmental clearance pro¬ 
cedure than would otherwise be initiated. 
For example, in the case of projects which 
would ordinarily require only Normal Clear¬ 
ance, major environmental controversy 
should weigh heavily In the decision to un¬ 
dertake a Special Clearance. Likewise for 
projects which normally require only Special 
Clearance, major controversy on environ¬ 
mental issues should weigh heavily in the 
decision to undertake Environmental Impact 
Statement Clearance. 

(4) Retroactivity. To the maximum extent 
practicable, environmental clearance shall be 
required for uncompleted projects which 
have never gone through an environmental 
clearance under NE PA. at such time as a sub¬ 
sequent significant HUD action, such as the 
next stage of program approval or approval of 
a major amendatory, is proposed. Where it is 
not practicable to reassess tho basic course 
of action, major attention should be given 
to measures, which, given the stage of project 
completion, may reduce adverse environ¬ 
mental Impact. It is also Important In tak¬ 
ing further action that account be taken of 
environmental consequences not fully evalu¬ 
ated at the outset of the project. 

(6) Kraiuation of comprehensive activities. 
Individual actions that are related either 
geographically or as logical parts In a com¬ 
posite of contemplated actions may be more 
appropriately evaluated in a single environ¬ 
mental clearance. For example, several sub¬ 
divisions may form a large new development. 
Likewise, a comprehensive project may be 
composed of. or Include, several Interrelated 
activities, eg., development of a new com¬ 
munity or redevelopment of a center city 
area. In these cases, and where feasible, HUD 
offices should aggregate Individual activities 
Into a larger package and environmental 
evaluation shall concentrate on the broad 
and cumulative impacts of the larger activ¬ 
ity. as well as the project specific impact of 
component activities to the extent known. 

The comprehensive environmental evalua¬ 
tion will not satisfy the requirements of this 
Handbook, however. If it is superficial or 
limited to generalities. When all significant 
issues cannot be anticipated or adequately 
treated In connection with the comprehen¬ 
sive assessment as a whole, environmental 
clearances of more limited scope will be nec¬ 
essary on subsequent, Individual actions in 
order to fulfill the requirements of this Hand¬ 
book. 

Impacts of Individual activities may be sin¬ 
gularly limited but cumulatively consider¬ 
able. One purpose of this provision, there¬ 
fore. is to stimulate a more comprehensive en¬ 
vironmental evaluation. In addition, there 
may be environmental impacts which aro 
common to all or most components of the 
larger activity. A secondary purpose, there¬ 
fore. is to eliminate duplicative evaluative 
efforts where possible. In no case shall this 
provision be Interpreted to avoid a detailed 
examination of environmental Impacts. 


(6) Properties listed on. or nominated to. 
the National Register of Historic Places. Any 
HUD action or undertaking which has an 
effect on a property listed on. or nominated 
to. the National Register of Historic Places 
will require Special Environmental Clearance 
and must comply with section 106 of the 
National Historic Preservation Act of 1966 
and Implementing procedures, (see Appen¬ 
dix L). 

An undertaking shall be considered to 
have an effect on a National Register listing 
(districts, sites, buildings, structures, and 
objects, including their settings) when any 
condition of the undertaking creates any 
change In the quality of the historical, ar¬ 
chitectural. archeological, or cultural char¬ 
acter that qualified the property under the 
National Register criteria for listing in tho 
National Register. 

Adverse effects occur under conditions 
which include but are not limited to: (a) 
Destruction or alteration of all or part of a 
property: (b) islolation from or alteration 
of Its surrounding environment; (c) Intro¬ 
duction of visual, audible, or atmoepherlc 
elements that are out of character with the 
property and 1U setting. Cases of adverse 
effect on a National Register property where 
the adversity cannot be satisfactorily re¬ 
moved or mitigated and where, therefore, 
no Joint memorandum Is executed will re¬ 
quire the formal presentation of a report 
to the Advisory Council as described in their 
procedures, section B. 5, a and b. This section 
106 Report should be Included as part of the 
Draft EIS whloh is also required In these 
circumstances. 

(7) Environmental clearance forms . The 
environmental clearance forms In Appendix 
C shall be used In conducting the required 
environmental clearance(s) for project level 
actions os directed In this Handbook. Form 
BCO-1. completed by the applicant, shall be 
used by HUD principally as a source of fac¬ 
tual information. An Independent environ¬ 
mental assessment and evaluation shall be 
conducted by HUD on Form ECO-2 or Form 
ECO-3 or an Environmental Impact State¬ 
ment shall be prepared. The completed clear¬ 
ances shall become part of the application 
filo and shall accompany the proposal 
through the review and decision-making 
process. 

The Applicant's Environmental Informa¬ 
tion. Form BCO-1 (Appendix C-l). shall be 
required of applicants for all project pro¬ 
posals except those exempted in paragraph 
5n (1). The applicant shall be provided with 
Form BCO-1 along with the required pro¬ 
gram application forms, and the environ¬ 
mental clearance requirements shall be ex¬ 
plained In the earliest stages of contact and 
application preparation. HUD shall indicate 
to the applicant the initial level of environ¬ 
mental clearance required for the proposed 
project, using Appendix BM. The completed 
Form ECO I shall accompany A-95 notifica¬ 
tion where required (see paragraph 5 a (8)). 
It shall be submitted to HUD with the com¬ 
pleted application. 

After obtaining information from other 
sources. HUD shall evaluate and verify the in¬ 
formation provided by the applicant on Form 
ECO-1. HUD may begin preparing the appro¬ 
priate clearance worksheet at this time or 
may await the resolution of problems. The 
applicant shall be asked to modify or sup¬ 
plement Form ECO-1 as appropriate: If there 
is inadequate Information, the applicant 
shall be asked to supplement Form ECO-1 
with documentation as necesoary; if there 
are environmental problems, the applicant 
shall be asked to present solutions, modify 
the project. Include measures to enhance 
environmental quality or reduce advene en¬ 
vironmental impacts, provide assurances and 
documentation as necessary, and ame nd or 
revise Form ECO-1 accordingly. HUD shall 
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then complete the Appropriate environmen¬ 
tal clearance worksheet, Form ECO-2 for Nor¬ 
mal Clearance or Form EC0-3 for Special 
Clearance (Appendices C-2 and C-3). or 
■hall prepare the Draft Environmental Im¬ 
pact Statement. 

(8) Relationship between A-95 procedures 
and environmental clearance procedures , 
OMB Circular A-95 provide* a mechanism 
toe securing comment* and view* of State 
and local agencies regarding the impact, in¬ 
cluding environmental Impact, of Federal 
and Federally-assisted projects. The A-05 
requirements are coordinated, hut not syn¬ 
onymous, with the requirement* set forth 
In Handbook 1390.1. Those programs or 
project* which are not subject to A-05 re¬ 
quirements are nevertheless subject to en¬ 
vironmental clearance requirements unlees 
specifically exempted In paragraph 5.a.(t) 
above. 

The requirements of HUD Handbook 1300.1 
and OMB Circular A-05 shall be coordinated 
In the following manner: 

(a) Project Notification and Review System 
{PNRS ). Tho A-05 Project Notification and 
Review System requires that, for non-hous¬ 
ing programs covered by Attachment D of 
the A-05 Circular, the applicant submit to 
the appropriate clearinghouses a notice of 
intent to file an application for Federal 
assistance. For housing projects exceeding 
A-05 thresholds listed in paragraph 7c of 
Attachment A and under programs listed 
Attachment D, HUD Is required to send the 
application submitted by tho applicant to 
the appropriate clearinghouses. Housing 
projects under A-05 threshold* are not sub¬ 
ject to the A-05 requirements. 

Environmental clearance procedures set 
forth In Handbook 13901 require that the 
applicant prepare Form ECO-1. For programs 
also covered by the A-95 Circular, such form 
shall accompany the A-95 submission. 

(b) Review of environmental Impact state¬ 
ment. If an Envi ronm ental Impact State¬ 
ment Is required, HUD shall notify the ap¬ 
propriate A-95 clearinghouses of HUD'a 
Intent to prepare and file the Draft State¬ 
ment, When the Draft Statement is distrib¬ 
uted. HUD shall send copies of the Statement 
to the appropriate clearinghouses for review 
and comment, regardless of whether or not 
the subject proposal Is covered by OMB Cir¬ 
cular A-95. The clearinghouse* shall also re¬ 
ceive copies or the Final Statement for their 
information. 

(9) Updating environmental clearances. 
Environmental clearances shall be updated 
by revision, amendment or addendum to the 
original clearance under the following cir¬ 
cumstances: 

(a) Additional information with signifi¬ 
cant Implications for environmental Impact 
or additional environmental Impacts not 
previously considered Is discovered during 
the review process. Actions which went 
through Norma] or Special Environmental 
Clearance shall be updated by revision, 
amendment or addendum to the original 
environmental clearance worksheet. A new 
finding shall then be made on the basis of 
all information, and action taken accord¬ 
ingly. For actions for which a Draft and 
Final Environmental Impact Statement were 
prepared and distributed, the Final State¬ 
ment shall be revised and reissued, or an 
addendum to the Statement shall be pre¬ 
pared and distributed. Such revision or ad¬ 
dendum shall be subject to the same review 
and comment procedure* a* was the original 
Final Statement. 

(b) Major amendatorie* are proposed For 
major omendatortes, the type and extent of 
environmental clearance required shall de¬ 
pend on the type, size and scale of the pro¬ 
posed action a* amended. If An Environ¬ 
mental Impact Statement la prepared for 


the amendatory, it shall be prepared and 
processed pursuant to section 5.d. 

(0) HUD approval action 1* required for 
component activities whose environmental 
impacts were not addressed in sufficient de¬ 
tail in original environmental clearance for 
the larger action. 8uch clearance shall focus 
cm the environmental Impact of the specific 
project and site and need not treat the envi¬ 
ron mental Impact on the more comprehen¬ 
sive level addressed In the original Environ¬ 
mental Impact Statement. A finding shall 
then be made as to the significance of the 
environmental Impact of the specific project 
activity, and action taken accordingly. IT an 
Environmental Impact Statement Is prepared 
for the component activity, it shall be pre¬ 
pared and processed pursuant to section 5.<L 

b. Normal environmental clearance. Nor¬ 
mal Environmental Clearance shall be re¬ 
quired tor HUD actions for which It la not 
immediately evident that Special Environ¬ 
mental Clearance or Environmental Impact 
Statement Clearance la required. 

Normal Environmental Clearance is a con¬ 
sistency check with HUD environmental pol¬ 
icies and standards and a brief evaluation 
of environmental impact. Information shall 
he requested from the applicant on Form 
FCO-1 and gathered from other sources as 
appropriate. After modifications to the pro¬ 
posal to mitigate environmental impacts as 
necessary. HUD shall conduct an Independ¬ 
ent assessment and evaluation on Form 
ECO-2. 

(1) Responsibility for clearance. Responsi¬ 
bility for Normal Environmental Clearance 
shall rest with the Area/Insuring Office pro¬ 
gram staff. An Information copy shall be sent 
to the ECO. 

(2) Action resulting from clearance, (a) 
Even after appropriate modifications to the 
proposal there exist environmental impacts 
which are unavollable, and, based on HUD 
environmental policies and standards, such 
Impact* are also considered unacceptable. 
The proposal shall be rejected. 

(b) There la no significant environmental 
Impact. Processing of the proposal may pro¬ 
ceed; conditions or safeguards found to be 
necessary in order to protect and enhance 
environmental quality or minimise adverse 
environmental impacts shall be set forth in 
the contract, grant, or comparable docu¬ 
ment. as set forth in paragraph 3.b. 

(c) Even after appropriate modifications 
to the proposal to mitigate environmental 
Impacts, there remains significant or poten¬ 
tially significant environmental Impact. Spe¬ 
cial Environmental Clearance or K1S. as ap¬ 
propriate. Is required. 

c. Special environmental clearance. Project 
level actions found to require Special En¬ 
vironmental Clearance by virtue of their size 
or scale (In relation to the thresholds in Ap¬ 
pendix A-l) or other characteristics indi¬ 
cating significant environmental Impact (as 
listed In Appendix B-l). or as a result of Nor¬ 
mal Environmental Clearance, shall be sub¬ 
ject to the requirements in subjection (I) 
below. Proposed legislation, regulations, pol¬ 
icy Issuances, guidance documents, and re¬ 
visions to such regulations and documents, 
which may have significant environmental 
impact, shall bo required to undergo the Spe¬ 
cial Environmental Clearance for policy ac¬ 
tions as set forth In Subsection (2) below. 

(1) Project level actions. Special Environ¬ 
mental Clearance for project level actions is 
a preliminary version of the analysis re¬ 
quired In the Environmental Impact State¬ 
ment. It provides the HUD official with a 
factual basis for determining whether the 
proposed action has a significant environ¬ 
mental Impact and hence, whether it should 
be approved, rejected, or modified, or wheth¬ 
er an Environmental Impact Statement is 
required. Information required shall be re¬ 


quested from the applicant on Form ECO i 
and gathered from other sources aa appro¬ 
priate. After modifications to the prop<u ,i 
to mitigate environmental impacts as nec¬ 
essary. HUD shall conduct an independrt.i 
assessment and evaluation on Form ECO 3 
On the basis of this assessment an environ¬ 
mental finding shall be made and accom¬ 
pany the application through the rev if* 
process (see Appendix C-4). 

(a) Responsibility for clearance. Special 
Environmental Clearance shall be conduc'd 
by the Area/lnsurlng Office Program stsii. 
The environmental finding following this r*. 
view shall Incorporate the recommends' imt 
of the AO/IO-ECO and shall be certified bv 
the Operations Director or the Insuring Office 
Director. 

(b) Action resulting from clearance, (j) 
Even after appropriate modifications to the 
proposal, there exist environmental Impacts 
which ore unavoidable, and, based on HUD 
environmental policies and standards, such 
impacts are also considered unacceptable. 
The propooal shall be rejected, 

(II) There la no significant environment.-.! 
Impact. A Finding of Inapplicability shall be 
mode on the Special Environmental Clear¬ 
ance Worksheet. Processing may proceed; 
conditions or safeguards found to be neces¬ 
sary to protect and enhance environment a 
quality or minimize adverse environment. ! 
Impacts shall be set forth in the contract 
grant, or comparable document, as set forth 
in paragraph 3.b. 

(III) Even after appropriate modification 
to the proposal to mitigate environment d 
impacts, there remains significant or po¬ 
tentially significant environmental Impact 
Environmental Impact Statement Ctearan a 
Is required. 

(2) Policy actions (legislation , regulation ^ 
policy and guidance documents). Special En¬ 
vironmental Clearance for legislative pro¬ 
posals, proposed regulations, policy Issuance 
such as handbooks, circulars, standards, one! 
proposed revisions to existing program poli¬ 
cies, procedures, standards, criteria and othi r 
guidance, consists of determining whether <>r 
not an Environmental Impact. Statement 
shall bo required. 

Certain categories of policy and guldaro r 
documents and regulations which are clearly 
unrelated to environmental concerns need 
not undergo environmental clearance. The* 
include Internal administrative procodun 
Accounting and fiscal allocation Instruction 
brochures and pamphlets for public informa¬ 
tion, Internal personnel policies and proce¬ 
dures, and other actions which. In the deter¬ 
mination of the program Environmental 
Clearance Officer designated by the appropri¬ 
ate Assistant Secretary or Admlnlstra. ~ 
have no potential for significantly affecting 
the quality of the environment. These deter¬ 
minations are subject to post-audit by the 
Assistant Secretary for CPD. 

For all other policy Issuances and proposed 
legislation, either on Environmental Impur* 
Statement or a Finding of Inapplicability 
shall be prepared The decision a* to whether 
an Environmental Impact Statement or a 
Finding of Inapplicability is required shall 
be made early in the process of drafting the 
proposed document, and shall be based on 
the actual or potential significance of the 
environmental impact of the proposed action 
Responsibility for the decision shall be as 
follows: 

Legislation. General Counsel with the Ap¬ 
proval of the Assistant Secretary for CPD 

Regulations. The program Environmental 
Clearance Officer with the approval of the 
Assistant Secretary for CPD and the con¬ 
currence of the General Counsel. 

Policy and Guidance Documents. The pro¬ 
gram Environmental Clearance Officer, with 
the approval of the Assistant Secretary for 
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CPD and the concurrence of the General 

Counsel. 

If it U determined that an Environmental 
Impact Statement la not required, a Finding 
of 1 ^applicability shall be prepared with the 
concurrence of the Assistant Secretary for 
CPD and the General Counsel. With respect 
to regulations and policy and guidance docu¬ 
ments, the Environmental Impact State¬ 
ment or the Finding of Inapplicability shall 
be the responsibility of the initiating office 
director, and shall be written under the 
supervision of the program Environmental 
Clearance Officer. With respect to legislation, 
tbc Environmental Impact Statement or the 
Finding of Inapplicability shall be prepared 
under the supervision of the General Coun¬ 
sel's Environmental Clearance Officer by the 
MUD office having the principal program¬ 
matic interest In the propoeal for legisla¬ 
tion. 

The Finding of Inapplicability or the En¬ 
vironmental Impact Statement shall be sub¬ 
ject to the following: 

Legislation. The Draft Environmental Im¬ 
pact Statement or the Finding of Inappli¬ 
cability shall, subject to OMB and CEQ re¬ 
quirements. accompany the proposal through 
the regular review process. Wherever pos¬ 
sible, the Final Environmental Impact State¬ 
ment shall accompany the proposal to Con¬ 
gress. 

Regulation*. The Draft Environmental Im¬ 
pact Statement or the Finding of Inapplica¬ 
bility shall accompany proposed regulations 
through the regular review process, and for 
those regulations subject to OMB Circular 
A 85. through A-85 clearance with public In¬ 
terest groups. Notice of the aval lability to 
the public of the Draft Environmental Im¬ 
pact Statement or the Finding of Inapplica¬ 
bility shall be published In the Fkdksal Rrc- 
svrea as part of the notice of proposed rule 
making. Notice of the availability of the 
Final Environmental Impact Statement 
<where applicable) to the public shall be 
published In the Fedx&al Rr gists* along 
with the rule. 

Policy and guidance documents . The Draft 
Environmental Impact Statement or the 
Finding of Inapplicability shall accompany 
the proposed document through the regular 
review process. Including A-85 clearance 
where applicable. The Final Environmental 
Impact Statement, where applicable, shall 
m’ company the document through the final 
clearance process. 

d. Environmental impact statement clear¬ 
ance. Environmental Impact Statement 
Clearance shall be required for all major HUD 
actions significantly affecting the quality of 
the human environment. These Include HUD 
actions described In Appendix A-2 and Ap¬ 
pendix B-l as requiring an Environmental 
impact Statement, and thoac found to re¬ 
quire such a Statement as a result of Nor¬ 
mal or Special Clearance. 

(I) Environmental impact statement. The 
Environmental Impact Statement is com¬ 
prised of two stages. Draft and Final. The 
content of the Statement for policy actions 
and project level actions, the format for 
the one-page summary sheet prescribed by 
NEPA and CEQ Guidelines, and the cover 
page prescribed by the National Technical 
Information Service, are set forth In Ap¬ 
pendix D. 

(a) Draft environmental impact state¬ 
ment. Stage one involves the preparation of 
a Draft Environmental Impact Statement 
and the summary sheet. The Draft Is sent 
to the CEQ (10 copies), circulated to Federal 
agencies whose areas of Jurisdiction by law 
or special expertise are Involved, OMB-dcs- 
Ignated A-05 clearinghouses (State and re¬ 
gional metropolitan), the chief executive and 
planning agency of the appropriate local 
(county, city or town) government, appro¬ 


priate local agencies, and groups with spe¬ 
cial interest in the proposed action, and made 
available to the public. Two (2) copies of the 
Draft Statement and the distribution list 
shall also be sent to the Assistant Secre¬ 
tary for CPD. 

(b) Pinal environmental impact state¬ 
ment. The second stage Is the Final Environ¬ 
mental Impact Statement, which takes Into 
account and responds to the comments re¬ 
ceived as a result of circulating the Draft, 
and the revised summary sheet. The Final 
Statement, including the comments re¬ 
ceived and HUD's response, la filed with the 
CEQ (10 coplea), sent to Federal agencies 
which commented on the Draft. A-05 clear¬ 
inghouses. the chief executive and planning 
agency of the appropriate local government, 
appropriate local agencies, and groups with 
special interest In the proposed action, and 
made available to the public. Two copies of 
the Final Statement shall also be sent to the 
Assistant Secretary for CPD. The Final State¬ 
ment shall accompany the recommendation 
of or report on the proposed action through 
HUD's review and decision-making proceas. 

(2) Timing, (a) The Draft Environmental 
Impact Statement shall be filed with the 
CEQ and made available to appropriate agen¬ 
cies and to the public for a review period of 
thirty (30) days with a provision for fifteen 
(lft) additional days upon request. The Draft 
must be on file at least ninety (20) days 
prior to HUD approval of. or commitment to, 
the proposed action. (See Appendix A for 
decision points). The ninety-day period be¬ 
gins on the date cd receipt of the Draft State¬ 
ment by CEQ. 

(b) The Final Environmental Impact 
Statement shall be filed with the CEQ and 
made available to appropriate agencies and 
to the public at least thirty (30) days prior 
to HUD approval of, or commitment to. the 
proposed action (see Appendix A for deci¬ 
sion points). The thirty-day period begins on 
the date of receipt of the Final Statement by 
CEQ. After 30 days, and upon consideration 
of comments on the Final Statement, the 
Initiating HUD Office may approve the 
project. 

The 30-day period and the 00-day period 
may run concurrently to the extent that 
they overlap. 

Exceptions to the 30 or 00 day time limits 
are permitted only under unusual circum¬ 
stances. Exceptions must be approved by the 
As s ista n t Secretary for CPD. with the con¬ 
currence of the General Counsel and In con¬ 
sultation with the CEQ on a case by case 
basin. 

(3) Responsibility for clearance. The Draft 
and Final Environmental Impact Statements 
shall be prepared and distributed by the ini¬ 
tiating office or appropriate field office with 
program review responsibilities. Approval of 
the Statement and the proposed distribution 
list by the Regional Administrator (or hla 
ECO) for field project level actions, and by 
the Assistant Secretary for CPD for policy ac¬ 
tions and Central Office Project actions. Is 
required prior to distribution. 

The Regional or Area Counsel shall be 
given the opportunity to review Draft and 
Final Environmental Impact Statement* 
prior to Issuance for field project level ac¬ 
tions to determine whether there Is com¬ 
pliance with the legal requirements of 
NEPA. This reylew shall be concurrent with 
other staff reviews. The General Counsel (or 
his ECO) shall be given the opportunity to 
review Draft and Final Environmental Im¬ 
pact Statements prior to Issuance for policy 
actions and Central Office project actions. 

For Environmental Impact Statements re¬ 
quiring only the approval of the Regional 
Administrator, two (2) copies of the Draft 
Statement shall be sent to the Assistant Sec¬ 
retary for CPD when distribution is made to 


other agencies The Assistant Secretary for 
CPD then has the option of requiring. In 
exceptional cases, that his concurrence be 
obtained prior to distribution of the Final 
Statement. If. In the judgment of the Re¬ 
gional Administrator (or hla ECO), or the 
Assistant Secretary for CPD (or hla ECO), 
there are Issues of national significance, con¬ 
troversy or significant environmental policy 
Issues involved, the Draft and/or Final En¬ 
vironmental Impact Statement shall be re¬ 
ferred to the Assistant Secretary for CPD 
for concurrence prior to distribution. 

In canes where an adverse Impact on a Na¬ 
tional Register property ts unavoidable, the 
propoeal may be rejected. If such a proposal 
is not rejected, a full expanatlon of efforts to 
comply with the recommendations of the 
Advisory Council on Historic Preservation 
shall be Incorporated as a part of the Final 
Environmental Impact Statement. For proj¬ 
ects involving unresolved cases of adverse Im¬ 
pact on a National Register property, the 
Draft and Final Environmental Impact State¬ 
ment must be approved prior to distribution 
‘by the Assistant Secretary for CPD. 

In order to facilitate review and utilize en¬ 
vironmental expertise outside HUD to the 
fullest extent possible, agencies whose areas 
of Jurisdiction by law or special expertise 
are Involved in a proposed project shall be 
consulted during preparation of the Drart 
Envlronmental Impact Statement for such 
project, where such consultation Is feasible 
and contributes to a more complete en¬ 
vironmental evaluation. 

If after the specified period of time for 
review of the Draft Statement. HUD has 
not received comment* from those agencies 
(Federal. State, areawide, or local) whose 
input ts considered Important to the proj¬ 
ect's environmental evaluation. HUD may 
contact these agencies and request their 
comments. 

(4) Action resulting from clearance. Based 
on the Environmental Impact Statement 
clearance. Including comments and sugges¬ 
tions by other agencies and Interested par¬ 
ties, HUD shall attempt to mitigate adverse 
environmental impacts to the extent prac¬ 
ticable. If there remain adverse environmen¬ 
tal impacts which are unavoidable, and based 
on HUD environmental policies and stand¬ 
ards. such Impacts are also considered unac¬ 
ceptable. the proposal shall be rejected. 
Otherwise, unavoidable adverse environmen¬ 
tal Impacts shall be weighed against benefits 
to be obtained from approval of the proposal. 
Where environmental costs which would be 
Incurred outweigh such benefits, the proposal 
shall toe rejected Where benefit* of the pro¬ 
posal outweigh environmental costs, process¬ 
ing may proceed: conditions or safeguards 
found to be necessary in order to protect and 
enhance environmental quality or minimize 
adverse environmental impacts shall be set 
forth In the contract, grant, or comparable 
document, as set forth In paragraph 3 b. 

6. Public disclosure. Draft and Pinal Envi¬ 
ronmental Impact Statements and Findings 
of Inapplicability shall be made available to 
the public in accordance with HUD policy 
pursuant to 24 CFR Part 15. Executive Order 
11514 and the CEQ Guidelines "to insure the 
fullest practicable provision of timely public 
information and understanding of Federal 
plans and programs M 

Copies of Statements for project level ac¬ 
tions shall be avsliable for public reading in 
the appropriate Area/lnsuring and Regional 
Offices For policy actions, copies shall be 
available for public reading In the Program 
Information Division In the Central Ofllce 
and all Regional Offices Request for individ¬ 
ual ooplc* shall be referred to the National 
Technical Information Service. Department 
of Commerce. Springfield. Virginia 22151. for 
purchase of retention copies by interested 
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members of the public. Additional steps, 
such a* use of load news media and mailing 
lists of organizations and groups Interested 
In HUD projects In a given area, shall be 
taken as appropriate to Inform the public and 
other agencies of HUD’s Intent to prepare and 
file an Environmental Impact Statement and 
of the availability of an Environmental 
Impact Statement once it is released. 

chapter a —review or other agencies 
environ mental i sir act statkmxxtb 

7. HUD Comments o» cnt’fronmenfai im¬ 
pact statements initiated by other Federal 
Agencies. Environmental Impact Statements 
initiated outside HUD will we referred to the 
appropriate HUD office for Jurisdiction by 
law or special expertise (see Appendix IIj. 
Comments shall be sent by the commenting 
HUD office to the initiating agency and the 
CEQ within 30 days of transmittal. The CEQ 
requires that ten (10) copies be mailed to the 
General Counsel. Council on Environmental 
Quality, 722 Jackson Place, NW., Washington, 
D.C. 20000. HUD comments ahull also be made 
available to the public upon request. 

Environmental Impact Statements on proj¬ 
ect level actions Initiated outside HUD shall 
be referred to the HUD Regional Administra¬ 
tor In whose Jurisdiction the project falls, 
or to his designee, for comment. Comments 
recommending detay or rejection of a major 
undertaking may be referred to the Assist¬ 
ant Secretary far CPD for concurrence and 
for forwarding to the requesting agency and 
to the CEQ. Precedent-making comments of 
national significance shall be referred to the 
Assistant Secretary for CPD. 

Environmental Impact Statements from 
other Federal agencies on legislative pro¬ 
posals, regulations, or policy documents 
shall be sent to the General Counsel and the 
Assistant Secretary for CPD. respectively, for 
comment. 

Special attention should be given to En¬ 
vironmental Impact Statements for transpor¬ 
tation projects which have impacts on 
parklands and are subject to review under 
section 4(f) of the Department of Transpor¬ 
tation Act of 1060. Under section 4(f), ap¬ 
proval rests with the Secretary of DOT. and 
HUD maintains an Important advisory role. 
Particular care should be exercised In review¬ 
ing projects which use lands purchased with 
HUD Open Space funds and those for which 
adequate replacement provisions ore locking. 

CHAFTTX 4 —[RESERVES] 

Effective date. This document is effective 
July 1, 1973. 

James T. Ltnk. 

Secretary of Housing 
and Urban Development. 

proposed hud actions which require SPE¬ 
CIAL ENVIRON MENTAL CLEARANCE OR ENVI¬ 
RONMENTAL IMPACT STATEMENT CLEARANCE 

(For programs not listed, consult the Assist¬ 
ant Secretary for Community Planning 
and Development.) 


Appendix A-I— Project Level Actions Sub¬ 
ject to Threshold Criteria 1 

A Special Environmental Clearance Is re¬ 
quired for projects and major omendatorlea 


1 See Appendix A. page 6 far all footnotes 
to the Threshold Tables. For innovative pro¬ 
grams or approaches such as Planned Varia¬ 
tions and Annual Arrangements, an Indi¬ 
vidual HUD-financed or assisted project 
proposal contained within a larger package or 
program shall be subject to Special Environ¬ 
mental Clearance If any of the applicable 
program thresholds is met or exceeded. In 
addition, environmental evaluation of the 


which meet or exceed one or more of the 
applicable thresholds. Thresholds shall applv 
to activities which have been aggregated for 
the purpose of environmental evaluation 
both on the level of the comprehensive act tv- 
Ity as well as on the level of Individual com¬ 
ponent activities in accordance with para¬ 
graph 5o.(5) and (0). All environmental 
clearances shall be completed before the 
applicable decision point. 


broad and cumulative Impacts of the larger 
program shod be conducted prior to Individ¬ 
ual application processing when feasible \ see 
paragraph 5 al( 5 )). 


Program 


Decision points 


Thresholds 


Cods Enforcement Program.. 
Demonstration 1 Projects..... 


Housing Ambiance or Insurance:» 
New Construction of • 

—onc u^/our family structures. 


- multi family structures. 


—public housing... 

—college housing, 

—mobile homos_ 

—nursing homaa...;...i. 
—boapltals 

—group practice faculties. 


Approval of application or major 
amendatory. 

Approval of application or major 
amendatory. 

Issuance of feasibility letter or major 
change In letter or project (A0P-4). 

Issuance of feasibility letter or major 
change In letter or project 

Reservation of ooutrart authority to 
State and local agencies lor Interest 
redaction awrfsUnce and rent sup- 
pfomnul payments for uninjured 
projects-' 

Letter of notification of tentative site 
approval or approval of major 
change. 

Approval of fund reservation for 
college boosing or major amenda¬ 
tory. 

Issuance of feasibility letter or msjor 
change In letter or ivofect. 

Issuance of feasibility letter or major 
change In letter or prefect. 

Issuance of feasibility l- tb r or major 
change In fetter or project. 

Issuance of feasibility letter or major 
change in fetter or prefect. 


Housing Assistance or Insurance: 
Substantial rehabilitation or 
Property Disposition of 
—ooo-to-four family st r uct u rea 
—tnulUiomily structure* 

—college bousing 
—-mobile homes 
—nursing homes 
—hospitals* 

—group icsctke faculties 


L For rehabilitation, feasibility deter- 


L For Prefect Rehab, submferion of 
proposal to Central Office. 

3. Foe property disposition, approval 
of Dtsporillon program. 


Model ClUes.. 

Neighborhood Facilities«... 


Open Space Land •. 


.... Approval of application for individual 
project within Model CM tire pro¬ 
gram. 

_Approval of allocation order or ap¬ 
proval subject to validation of funds 
(widehaver U sooner), or approval 
of major amendatory. 

... Approval of allocation order or ap¬ 
proval subject to validation of funds 
(whichever fe sooner), or approval 
of major amendatory. 

Approval for conversion* 


All new Concentrated Coda Enforce¬ 
ment Areas. 

Cost totalling 3500,000 (flea all sour • 
in new construction. 


50-lot subdivision. 

too unit multi family project find in lire 
scattered sites). 


100-unit public housing project (In¬ 
cluding scattered si tea). 

3X)-student project. 

100-unit mobile boms pork. 

100-bed tutnfng home. 

WO-bed hospital. 

Far!Utire with rite acreage of SO.tM 
sq. fl.. or grow floor area of JP.oan 
sq. ft 


80 contiguous or noncontiguous ooc-to 
fiour-family structures, 

WO-unit muiUfamUy project finclud* 
Mattered rites). 

VKsetud*nt project—college hearing. 

100-uuit mobile home park. 

100-bed nursing homo. 

100-bed hospital. 

Group practice facility with rite eerraer- 
of 80.000 »q. ft., or grow floor area of 
30.000 vq ft. 

See appropriate categorical program 


Site acreage of 80.000 sq. ft., or grow 
floor area of 30,000 sq. ft. 


L All sanitary landfill prefect* 

3. Impoundment of 2 surface acres or 25 
acre feet of water. 

3. Woere* 

4. Ail conversions of open spare land 

acquired with HUD iureUnc* to 
non-open spare uses not original])’ 
approved by HUD, _ 

8oo Vt at or and f 


Public Facility Loans Approval of allocation order or ap¬ 

proval subject to validation of funds 
(whichever Is sooner), or approval of 
maj or amendatory. 

Urban Renewal: • Conventional. = Approval of Part I or approval of All urban renewal prefects. 

major amendatory. 

Neighborhood Development Pro- Approval of allocation order or ap- 
gram.' prove! subject to valldotfoo of 

fundi, whichever Is sooner. 


Sen footnote* at end of table. 


1. An first year NDP*s and conver¬ 
sions from conventional urban re¬ 
newal to NDP. 

X Subsequent action years: To tbs ex¬ 
tent that the urban renewal plan has 
not been previously evaluated and,' 
or changes In area or plans. 
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EKVTKOHMZKTA.L CLEARANCE . FORMS 

Tho following Environmental Clearance 
W xrfcaheeto shall be used In conducting the 
required environmental clearances for project 
level actions os directed In Paragraph 5 of 

this Circular: 

Appendix C-l: Applicant’s Environmental In¬ 
formation, Form BCO-1 * 
Appendix C-2: Normal Environmental Clear¬ 
ance Worksheet, Form ECO-2 
Appendix C-3: Special Environmental Clear¬ 
ance Worksheet, Form ECO-3 
Appendix C-4: Environmental Finding Re¬ 
sulting from Special Clearance 

A m.icAirr*a environmental infozmation 

VJL DIVESTMENT or MOUSING a no urban 
DEVELOPMENT 

Region ......_ Area/Insuring Office 

A. Applicant/Sponsor. 

B. Project Name and Location. 

C. HUD Program. 

D. OMB Circular A-06 Review 

Is proposed project subject to A-D5 re¬ 
view? ( ) Yes ( ) No 

Date submitted to clearinghouses:- 

Check one: ( ) State/reglonal clearinghouse 

comments attached. 

( ) No comments received after 

.... days before clearing¬ 
houses. 

E. Description of project. 

F. Description of existing environment of 
the site and area. 

L Existing physical environment (natural 
and man-made). 

a. Land and climate 

b. Vegetation. wildlife and natural 
areas. 

a Surrounding land uses and physical 
character of area. 

d. Infrastructure. 

e. Air pollution levels. 

t. Noise levels. 

g. Water pollution levels. 

h. Other. 

2 Existing social environment. 

a. Community facilities and services. 

b. Employment centers and commer¬ 
cial facilities. 

c Character of community. 

d. Other. 

3. Existing aesthetic environment: (In¬ 
cluding properties listed on. or nominated to. 
the National Register of Historic Places) 

O. How will the environment described 
in F affect the project? 

1. Physical environment. 

2. Social environment. 

3. Aesthetic environment. 

H How will the project affect the environ¬ 
mental factors In P? 

1. Physical environment. 

2. Social environment. 

3. Aesthetic environment. 

L Where appropriate describe the quality 
of the environment created by the project 
and its impact on the expected residents or 
users of the project. 

1. Physical environment. 

2 . Soda! rnoironmcnl. 

3. Aesthetic environment. 

J. What alternatives to the proposed proj- 
were considered and why were they re¬ 
jected: What additional alternatives can be 
roiuUdered to avoid adverse environmental 
impacts? 

a. Alternative locations or sites. 

b. Alternative sizes and designs. 

K Describe provisions of the proposal 
which were specifically designed to reduce 
adverse environmental Impacts or to en¬ 
hance environmental quality. Describe abate¬ 
ment measures which were rejected and the 


*Use of EC0-1 subject to approval by 


reasons for rejection (estimate costs). De¬ 
scribe measures other than those included in 
tho project being taken or planned to en¬ 
hance environmental quality or reduoe ad¬ 
verse environmental Impacts. 

L. What are the known views of govern¬ 
mental bodies, private organizations, local 
citizens, etc., concerning the proposed proj¬ 
ect? Identify known or potential opposition 
groups and their views. 

M. Certification: The applicant sponsor 
identified In block A hereby certifies that the 
information furnished In this Applicant’s 
Environmental Assessment Is true and ac¬ 
curate to the best of his (its) knowledge. 

Date..Signature.. 

Title--- 

UB. Department or Housino and Ubban 
Development 

INSTEUCTIONS ros COMPLETION OP FOAM ECO 1 
applicant's environmental information 

For non-housing programs, prepare In trip¬ 
licate. Attach duplicates to A-25 notice on 
intent to apply for Federal assistance and 
send to appropriate clearinghouses; attach 
original to application and submit to HUD. 
For housing projects over A-PS thresholds, 
prepare in triplicate and send to HUD with 
application for transmittal to clearinghouses. 

For housing projects under A-95 th resh . 
olds, prepare In original and send to HUD 
with application. 

Attach additional sheets as necessary and 
Identify project and Item number on each. 
Reference may be made to information in 
application or project file. 

A. Self-explanatory. 

B. Self-explanatory. 

C. Self-explanatory. 

D. A HUD representative can advise you 
whether or not your project is subject to 
A-05 review. 

E. Briefly describe the project. Include slxe 
or scale, design, type of facilities included, 
location, cost, and other descriptive features. 
Include minimum of two (2) maps: one 
showing location of project within the city, 
town, or metropolitan area, and another 
showing the relationship of the project to 
immediate area and distance from such major 
landmarks as an airport, highway and roads, 
parks, and CBD. Attach photo of site if 
available. 

F. Identify poaiUve and negative aspects 
of the existing environment of the site and 
area. Discuss under separate headings the 
environmental characteristics of the site 
and area: 

1 Physical environment (natural and 
man-made). 

a. Land and Climate. 

—soil (general characteristics, load bear¬ 
ing capacity, existing and potential erosion, 
permeability): 

—topography (general characteristics, slope 
grade of site—maximum. minimum, 
average); 

—Subsurface conditions (geologic charac¬ 
teristics. geologic faults, aquifer recharge): 

—Special conditions (flood plain, unique 
landscape, potential for mudsKde. landslide, 
subsidence, or earthquake, aerial or under¬ 
ground transmission lines and right-of- 
way); 

—Unusual climatic conditions (subject to 
very high rainfall, flashfloods, hurricanes or 
tornadoes, strong winds, extremes of tem¬ 
perature, etc.) 

b. Vegetation, wildlife and natural areas. 
Extent and type of vegetation and wildlife; 
existence of on site or proximity to unique 
natural systems (stream systems, wildlife 
breeding areas, parks, etc.)* 

c. Surrounding land uses and physical 
character of area. Type of development 
(single family or high rise residential, in¬ 
dustrial. commercial, open space, mixed): 
land use configuration (land use map); den- 
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sltles; building height and design; lot sizes; 

etc. 

d. Infrastructure. Description (general 
description, location, responsible body, rela¬ 
tion of capacity to existing demand), of 
water supply, sanitary sewage and solid 
waste disposal, storm sewers and drainage, 
envrgy, and transportation (roads, public 
transit, parking) facilities servicing site. 

e. Air pollution levels. Extent or pollution 
(smog, dust, odors, smoke, hazardous emis¬ 
sions) in relation to local State standards, 
and standards of health and safety (fre¬ 
quency or Inversions, air pollution alert or 
emergency); in relation to the rest of the 
metropolitan area (conditions peculiar to 
the site and Immediate area). 

f. Noise levels. Source (nearby airport, rail¬ 
way. highway): noise levels in relation to 
HUD standards in Circular 1390.2 (include 
worksheet, if appropriate); vibrations. 

g. Water pollution levels. Ground and sur¬ 
face water relevant to site and area (drainage 
basin, source of water supply, water bodies 
with Implications for health and recrea¬ 
tional uses, etc.). 

h. Other—not Included tn above categories. 

2. Existing 8oclal Environment 

a. Community facilities and services. De¬ 
scription (general description, location, re¬ 
sponsible body, relation of capacity to exist¬ 
ing demand) of school, park, recreational 
and cultural, police and fire and health facil¬ 
ities servicing the site and area. 

b. Employment centers and commercial fa¬ 
cilities servicing site and area. 

c. Character of community. Socioeconomic 
and racial characteristics. 

d. Other. Not Included in above categories. 

3. Aesthetic environment. Oeneral aesthetic 
characteristics; special features (natural or 
man-made) existence of on site or proximity 
to significant historic, archaeological, or 
architectural sites or property. Including 
those listed on. or being considered for nomi¬ 
nation to, the National Register or Historic 
Places, scenic areas, and view. 

O. Discuss the quality of the environment 
of the area and its impact on the expected 
residents or users of the proposed project. 
Describe major contraInu or opportunities 
presented by the existing environment which 
serve to limit or contribute to the viability 
of the proposed project. Concentrate on 
critical features described in F. 

H. Discuss under each heading listed: 

I. What Is being Impacted; 

2. Sources of impact; 

3. Degree or severity of impact; 

4. Relationship to official local and area- 
wide planning. 

I. Where appropriate (eg., for urban re¬ 
newal project, large multi-family housing 
project, new community or subdivision). dis¬ 
cuss the relationship among the various com¬ 
ponents of the proposed project. Identify de¬ 
sign and other features which will assure 
that a high quality of living environment 
will he created by the proposed project. De¬ 
scribe how the plans for the project contrib¬ 
ute to such environmental factors as: 

1. Physical environment—health, safety, 
comfort, functional quality. 

2. Social environment—racial and eco¬ 
nomic composition 

—opportunity for social Interaction and 
privacy 

—community life (placet to meet, manage¬ 
ment. organized activities, etc.) 

—security. 

3. ^esthetic environment — pleasantness. 
Interest, stimulation 

J Indicate adverse environmental impacts 
which would be avoided or created by each 
alternative, and discuss briefly pros and cons 
of each alternative. Discuss under separate 
headings: 

a. Alternative locations or sites which were 
considered. Indicate alternatives sites owned, 
controlled, or potentially available which 


FEDERAL REGISTER, VOL. 38. NO. 137—WEDNESDAY. JULY 18, 1973 








19192 


NOTICES 


would bo Investigated U the recommended 
alte Is unacceptable. 

b Major alternatives (at least one or two 
in each category) which were considered In 
terms of: 

(1) Site. Anticipated resident/user popu¬ 
lation or density extent of coverage, etc. 

(2) Design. Number and height of build¬ 
ings and placement on site, architectural and 
design treatment, land uses. etc. 

What additional alternatives. le. # what 
modifications to tbs proposal's size or design 
plans, not previously considered could be in¬ 
vestigated to reduce advene environmental 
impacts? 

K. Discuss measures that will be taken as 
part of the project u> enhance environmental 
quality and reduce adverse environmental 
Impacts. Examples of such measures Include: 
Measures to reduce air pollution levels or 
excessive noise levels (air conditioning noise 
barriers, setbacks or greenbeiu. insulation, 
etc.); erosion and saltation control measures; 
drainage systems capable of carrying 50-year 
frequency rainfall; on-site sewage or solid 
waste disposal facilities or contribution to 
establishment or expansion of local or re¬ 
gional system: preservation of natural areas 
or open space; landscaping and preservation 
of cover; screening*, expansion or new con¬ 
struction of community faculties; discussion 
of impact with community groups; special 
architectural treatment; preservation or re¬ 
location of historic property: etc. Discuss 
abatement measures which were rejected and 
the reasons for rejection (estimate costs). 

Discuss, also, measures other than those 
Included in the proposal being taken or 
planned by local governmental bodies. State 
agencies, other Federal agencies, or private 
groups or Individuals which wUl enhance en¬ 
vironmental quality or reduce adverse en¬ 
vironmental impacts of tho project. These 
may Include actions or plans by the locality 
to expand Infrastructure and community 
facilities and services to meet the demand 
Imposed by the project and by growth In 
the area; controls imposed by appropriate 
agencies or governmental bodies to prevent 
or ameliorate environmental harm; efforts 
by governmental bodies or private organiza¬ 
tions to preserve natural areas, open space, 
or historic Ritas; plana to anticipate and cope 
with the long term Impacts of the project 
specifically and growth In the area In general; 
efforts to reduce pollution levels in the area 
and prevent rurther pollution; public or 
private projects which wlU Improve the en¬ 
vironment of the area or meet the needs of 
the residents or users of the proposed proj¬ 
ect. Distinguish between actions underway, 
firm and tentative plans, and preliminary 
discussions. 

L. Describe the position regarding the pro¬ 
posal of the local and 8tale officials with 
Jurisdiction over planning, zoning, building 
and subdivision controls and regulations, 
pollution control, public services needed by 
the project, conservation and recreation, his¬ 
toric preservation, etc., as appropriate. Does 
the project conflict with measures taken by 
governmental bodies to control growth, pre¬ 
vent adverse environmental Impacts, or en¬ 
hance environmental quality for the exist¬ 
ing community (eg., moratorium on building 
permits, preservation of open space or sites 
or property of historic, archaeological, archi¬ 
tectural. or cultural value or significance, 
limit on traffic, limitation of load on sewage 
treatment facilities)? 

Describe private organizations, community 
groups with special interest in the proposal, 
both for and against the project. Identify 
actual or potential opposition. Issues Involved 
in the opposition, and extent of controversy. 
Indicate the probability. If any, of litigation 
regarding the project and the probable 
grounds for such litigation. 


UJ. DEPARTMENT OF HOUSING AND UlfiJUV 
DrvnomiXT NOS UAL RimOKUlNTAL 
CLXA1UNC1 WORKSHEET 


Region „ 
fice_ 


Area/lnsurlng Of- 


Instructions. When 
completed, this form 
must show that HUD 
conducted an Inde¬ 
pendent assessment 
of the environmental 
Impacts of the pro¬ 
posal and that HUD 
has an adequate basis 
for its finding. At¬ 
tach additional sheets 


A. Applicant/ 
Sponsor. 

B. Project Name 
and Location. 

C. HUD Program. 

D. HUD Project 
No. 


as necessary. Refer¬ 
ence may be made to 
factual information 
in the applicant's 
form or application 
file. 

E Have A-95 review requirement* been 
met? □ Yes QNo □ Not Required 
Do clearinghouse comments indicate signifi¬ 
cant environmental or regional Impact, or 
any environmental problems? O Yes □ No 

F. How has HUD verified the accuracy and 
completeness of the Information supplied by 
tho applicant (eg., site Inspections. Inquiries 
to local agencies and private groups, A-05 
review, required local approval and public 
hearings, consultation with areawide/State/ 
Federal agencies, etc.)? Provide additional 
Information needed to supplement or clarify 
information supplied by the applicant in 
Form RCO-1. 

O. Historic Preservation. (For further in¬ 
formation regarding procedures for com¬ 
pliance with 8ectlon 106, See Appendix L) 

Are there properties listed on. or nominated 
to, the National Register of Historic Places 
on the site, or In the vicinity of the proposed 
action? O Yes QNo 

If yea. doe* the HUD action have an effect 
on the properties? Q Yes □ No 

How has this determination been made? 

H. What are the major alternatives which 
would significantly alter the environmental 
impacts of the project? Evaluate alternative 
sites, sizes, and designs described In Form 
ECO-1 and the applicant's reasons for re¬ 
jecting alternatives Discuss additional alter¬ 
natives from HUD's viewpoint which would 
alter the environmental Impacts 

I. Have there been any modifications to the 
project or provisions added designed to en¬ 
hance environmental quality or eliminate or 
reduce potential adverse environmental Im¬ 
pacts? Discuss. How will HUD assure that 
such provisions will be Implemented (inclu¬ 
sion as requirements in contract, grant, or 
other document) If project la approved? 

J. Discuss the probable Impact of the pro¬ 
posed project on the environment and of the 
environment on the project. Assess the sig¬ 
nificance of the environmental Impact in 
terms of: (1) The magnitude of Impact, and 
(2) the Importance of the Impact In the con¬ 
text of local/regional /8tate/HUD/national 
goals and concerns. Based on the informa¬ 
tion supplied by the applicant and gathered 
by HUD rrom other sources, is there evidence 
of actual or potential significant environ¬ 
mental Impact or con troversy as Indicated 
by application of HUD environmental poli¬ 
cies and standards? Discuss. 


K. Finding. Based on the information de¬ 
rived from the review and evaluation of the 
above items and of supporting documenta¬ 
tion. the following finding is made: 

□ The proposal should be rejected. Even 
after appropriate modifications to the pro¬ 
posal. there exist environmental impact* 
which are unavoidable, and, based on HUD 
environmental policies and standards, are 
also considered unacceptable. 


□ Special Environment Clearance b no: 
required and processing of the proposal may 
proceed. There is no significant environ¬ 
mental impact. 

□ Special Environmental Clearance, or 

□ Environmental Impact Statement Clear¬ 
ance is required prior to HUD decision. Even 
after appropriate modifications to the pro¬ 
posal to mitigate environmental lmp,v 
there remains significant or potential}) «ig- 
nlfleam environmental impact. 

L. Discuss briefly the basis for the finding 
in K. above. 

Date-— Signature--- . 

TlUo__ 

U*. DEPARTMENT OF HOUSING AND CUBAN DC- 
VELOfMENT SPECIAL ENVIRONMENTAL CLEAR¬ 
ANCE WORKSHEET 


Region-Area/Insuring Office 

Instructions. When A. Applicant 


completed. th is form Sponsor, 

must show that HUD con- B. Project Name 
ducted an independent and Location, 

assessment of the envl- C. HUD TTogra r 
momenta! impacts of the D. HUD Pro J vet 
proposal and that HUD No. 
has an adequate basis for 
It* finding. Attach addi¬ 
tional sheets as necessary. 

Reference may be made to 
factual information In 
the applicant's form or 
application file. 

E. nave A 95 review requirements been 
met? □ Yes Q No □ Not Required 

Do clearinghouse comments indicate sig¬ 
nificant environmental or regional Lmpn< : 
or any environmental problems? 0 Ym 
D No 

F. How has HUD verified the accuracy <md 
completeness of the Information supplied by 
the applicant (eg., site Inspections, inquim i 
to local agencies and private groups. A 95 re¬ 
view. required local approvals and public 
hearings, consultation with State/area wide 
Federal agencies, etc.)? Provide additional 
Information needed to supplement or clarify 
information supplied by the applicant in 
Form ECO-1. 

O. Historic Preservation. (For further In¬ 
formation regarding procedures for com¬ 
pliance with 8ection 106. see Appendix Li 

Are there properties listed on. or nomi¬ 
nated to. the National Register of Histone 
Places on the Rite, or In the vicinity of tbe 
proposed action? Q Yes Q No 

If yes, does the proposed HUD octkn 
have an effect on the properties? C Ye* 
O No 

How has this determination been made 1 

If a determination of effect has been mack 
have the State Liaison Officer and the Execu¬ 
tive Director of the Advisory Council on His¬ 
toric Preservation been consulted to deter¬ 
mine whether or not the effect is advert 
D Yea □ No 

Through the above consultation, the fol¬ 
lowing has been concluded, 

□ A Joint Memorandum acknowledge > 
no adversity Is attached. 

□ An adverse effect has been established 
no alternative to resolve it can be agreed 
upon. Review by the Advisory Council on 
Historic Preservation will be requested and 
a 102(2) (C) will be prepared. 

H. Based on Information supplied by the 
applicant and gathered by HUD from other 
sources, evaluate and discuss under each 
heading the major environmental issues In* 
volvcd In the project. This evaluation mu.<t 
address the significance of impact of the 
project on the environment and the signifi¬ 
cance of impact of the environment on the 
project. Identify: 

(1) Beneficial and adverse environmental 
Impacts—discuss basis for Judgment; 
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(2) Short-term (Immediate impact* of 
abort duration, such as during construction 
and initial use) and long-term (lasting be¬ 
yond construction and initial uae period, or 
with implications for secondary Impacts in 
the future) Impacts; 

(3 Significance of impacts—quantitative 
measure of magnitude (degree, extent, or 
^verity or Impact), and qualitative measure 
of importance (in context of community 
needs and goals, areawid© and State objec¬ 
tives and planning. HUD and national goals 
and concerns); 

1 4< HUD and other Federal. State, or local 
policies or standards which are in danger of 
being violated or ignored; 

(5) Measures being taken or planned to 
reduce adverse environmental impacts and 
hire HUD will assure that such measures 
will be Implemented (inclusion as require¬ 
ment* in contract, grant or other document) 
If the project is approved. 

a. Physical environment (natural and man¬ 
made). 

b. Social environment. 

c. Aesthetic environment, 

I What is the full array of possible alterna¬ 
tives to the proposal (including those beyond 
HUD’s immediate control) which would sig¬ 
nificantly alter the environmental impacts of 
the project? Evaluate the alternative sites, 
sizes, and designs described by the applicant 
In Form ECO-1 and the applicant’s reasons 
for rejecting alternatives. Discuss additional 
alternatives. Including the alternative of not 
Approving the project at all. as well as 
alternative locations, sixes, and designs, from 
HUD'S viewpoint which would alter the en¬ 
vironmental impacts. Compare and evaluate 
the costs and benchLs of these alternatives 
with those of the proposed project, and dis¬ 
cuss why they should be rejected or adopted. 

J Which of the potential advene environ¬ 
mental Impacts described in H. could and 
which could not be avoided by the selection 
of an alternative site? 

K Which of the potential adverse environ¬ 
mental impacts described in H. could and 
which could not be avoided by modification 
of the project in terms of size or design, at 
the proposed site location? 

L. Will the project stimulate any long¬ 
term development or population distribution 
trends or result In any Irretrievable commit¬ 
ment of Important resources (eg., loss of 
unique Areas or properties of natural, social, 
cultural, or aesthetic value; commitment of 
community services and resources) ? How do 
these Impacts compare with goals and plans 
on the local, areawide, State, and national 
levels, os well as with principles of orderly 
gTowth? Discuss. 

M Is there evidence of actual or potential 
controversy on environmental issues as indi¬ 
cated by the applicant or by HUD Inquiries? 
Describe the nature and degree of contro¬ 
versy. 

Date-Prepared by--- 

Appendix C-4 

va. department or housing and us ban 

DEVELOPMENT 

INVIEON MENTAL FINDING RESULTING FROM 
SPECIAL CLEARANCE 

Instruction*. Attach this finding to the 
front of the completed EC0-3, Special En¬ 
vironmental Clearance Worksheet. These 
documents shall accompany the application 
through the review process. 

Project Name..Project Num- 


B&sed on the information derived from 
the review and evaluation of the attached 
hems and of supporting documentation, the 
following finding is made: 

□ The proposal should be rejected. Even 
after appropriate modifications to the pro¬ 


posal there exist environmental im pacts 
which are unavoidable, and. based on HUD 
environmental policies and standards, also 
are considered unacceptable. 

□ A Finding of Inapplicability is made and 
processing may proceed. There is no signifi¬ 
cant environmental Impact. 

□ Environmental Impa ct St atement Clear¬ 
ance is required prior to HUD decision. Even 
after appropriate modifications to the pro¬ 
posal to mitigate environmental impacts, 
there remains actual or potential significant 
environmental Impact. 

Discuss briefly the basis for the finding 
mode above. 

Recommendation of Environmental Clear* 
ance Officer. 

Date_ 


Environmental Clear¬ 
ance Officer 

Date_ 

Certified by,..-- 

(Signature of Opera¬ 
tions Director or In¬ 
suring Office Director) 

ENVIRONMENTAL IMPACT STATEMENTS 

The following outlines shall bo used In the 
preparation of all HUD Environmental Im¬ 
pact Statements: 

Appendix D-J. Outline of Content of En¬ 
vironmental Impact Statements for HUD 
Project Level Actions 

Appendix D-2. Outline of Content of En- 
vironmental Impact Statements for HUD 
Policy Actions. 

Specific format* are prescribed by the CEQ 
and National Technical Information Service 
and must accompany both the Draft and 
Final Environmental Impact Statement. 
They are as follows: 

Appendix D-J. Format of Summary Sheet 
of Environmental Impact Statement. 

Appendix D-4. Format for Cover Page of 
HUD Environmental Impact Statement. 

Outline or Content of Environmental Im¬ 
pact Statements roa HUD Level Actions 

(THE FORMAT. DERIVED FROM NEPA AND CEQ 
GUIDELINES. SHOULD ME FOLLOWED CLOSELY 
AND COMPLETELY FOR STATEMENTS FOR PROJ¬ 
ECT LEVEL ACTIONS.) 

The Environmental Impact Statement 
should be essentially a self-contained docu¬ 
ment with sufficient detail to fully inform 
readers with no prtor knowledge of the proj¬ 
ect, of the environmental Impact of the pro¬ 
posal. Supporting documentation, such ns re¬ 
ports. studies, and specifications, which is too 
unwlcldly to be included in the Statement 
should be listed and availability of these doc¬ 
uments for reading should be explained. The 
conclusions and environmental implications 
of such documents, however, should be con¬ 
tained in the text of the Statement, 

Cover Page (see Appendix D-4) 

Summary Sheet (see Appendix D-3) 

Table of Contents 

1. Description of the proposed action. 
Summarize the nature and purpose of the 
proposed action, the HUD program Involved 
and the process of decision-making, location, 
sponsor, size, cost, and other pertinent de¬ 
scriptive information. Briefly describe the 
site and surrounding area. Additional ele¬ 
ments may Include: (a) The place of the 
particular HUD action in a more comprehen¬ 
sive process cm* program; (b) a chronology of 
events; (o) views of local officials and citi¬ 
zens groups. A-95 agencies. State and Fed¬ 
eral agencies concerning the proposal; (d) 
relationship of the proposal to official goals 
and plans, and to other relevant actions by 
HUD, other agencies, or the private sector. 

2. Probable environmental impact of the 
proposed action . Discuss beneficial and ad¬ 


verse. short-term and long-term Impacts on 
the physical (natural and man-made), so¬ 
cial, and aesthetic environment. Discussion 
must cover both the impact of the proposed 
project on the environment and the Impact 
of the environment on tho project and 
should cover: (a) What will bo Impacted; 
(b) Sources of impact; (c) Significance of 
Impact (magnitude and Importance): (d) 
relationship to local/area-wide/State plan¬ 
ning; (e) HUD and other Federal, Biale. or 
local policies or standards which are in 
danger of being violated or Ignored. 

3. Alternatives to the proposed action. Dis¬ 
cuss tho full array of alternatives (including 
no action and those beyond HUD’s immediate 
control) which would significantly alter the 
environmental Impacts of the proposed proj¬ 
ect. including alternatives which would re¬ 
duce adverse impacts even though other 
objectives would be affected or partially sacri¬ 
ficed. Includo alternative locations or sites, 
tlaes and designs. Compare and evaluate the 
costs and benefits of these alternatives with 
those of the proposed project, and discuss 
why they were rejected. 

4. Probable adverse-environmental impacts 
which cannot be avoided should the pro¬ 
posal be implemented. Discuss the seriousness 
of the adverse impacts resulting from the 
recommended action, and what has been 
don© to minimise adverse environmental Im¬ 
pact. Identify adverse impacts which: (a) 
could have been avoided were one of the al¬ 
ternatives adopted: (b) could not be avoided 
by any alternative; and (c) were avoided 
by choosing the recommonded action. Discuss 
the costs of abatement measures, including 
those rejected. Describe why the action is 
being proposed spite of adverse Impacts 
(countervailing Interests), and show how 
environmental aspect* have been balanced 
against technical and cost considerations of 
the project’s anticipated accomplishments. 
Describe any modifications to the project or 
provisions added designed to enhance en¬ 
vironmental quality or eliminate or reduce 
potential adverse Impact. Include a discus¬ 
sion of how HUD will assure that such pro¬ 
visions will be Implemented If the project 
1 b approved. e.g.. requirements in the con¬ 
tract. grant or other documents. 

* 5. Relationship between local short-term 
uses of man's environment and the mainten¬ 
ance and enhancement of long-term produc¬ 
tivity. Evaluate short-term and long-term, 
environmental and technical /economic costs 
and benefits. Discuss any future options fore¬ 
closed as a result of the recommended ac¬ 
tion and alternatives which avoid the fore¬ 
closure. Identify those who benefit and those 
who pay the costs over time. 

l G. Any irreversible and irretriei'able com¬ 
mitments of resources which would be in¬ 
volved. Discuss implications for population 
distribution and land use and development 
trends. Investment of resources such as land 
and community services, destruction of irre¬ 
placeable or unique resources such as historic 
property and unique natural areas. Identify 
the extent to which the action curtails the 
range of beneficial uses of the environment, 
including options for use of the site or area 
which are foreclosed. 

7. (After circulation to other agencies for 
common 11 Discussion of problems and oblec¬ 
tions raised and HUD accommodation. Show 
how substantive comments and recommenda¬ 
tions of oilier Federal. State and local agen¬ 
cies and private parties have been incor¬ 
porated Into the project plans and the 
Environmental Impact Statement, and/or ex¬ 
plain why recommendations have been re- 


i These categories may be combined and 
reference may be made to other sections of 
the Statement when appropriate to avoid 
repetitiveness. 
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Jeetrd (If Statement has been changed In re¬ 
sponse to a comment, reference to the page 
number of the revision may be sufficient). 
Annex comments received os appropriate. 

8. Recommended HUD action on proposal. 
(one paragraph In Pinal Environmental Im¬ 
pact Statement only) Briefly state tbe find¬ 
ing made as to whether the proposed project 
should be approved or rejected based on the 
discussion contained In the Statement and 
comments received, and cite the major rea¬ 
sons for the finding. 

0. Appendices. Include maps showing loca¬ 
tion (minimum of one map showing loca¬ 
tion of project within town* city, metro¬ 
politan area, or region, and one showing re¬ 
lationship of project to Immediate area and 
distances from major landmarks), land use, 
infrastructure systems, etc., as appropriate. 
Additional tables, charts, diagrams, bodies 
and other documentation should be included 
as appropriate. Appendices may be helpful to 
summarize and present data In abbreviated 
form; however, they should not substitute 
for narrative evaluation In the text of the 
Statement. 

Appendix D-2 

OUTLINE OF CONTENT OF ENVIRONMENTAL IM¬ 
PACT STATEMENTS POS HUD POLICY ACTIONS 

(The format, derived from NEPA and CEQ 
guidelines, should be followed closely and 
completely for Statements far policy actions.) 

The Envlronmetal Impact Statement 
should be essentially a self-cotalned docu¬ 
ment with sufficient detail to fully Inform 
readers with no prior knowledge of the ac¬ 
tion, of the environmental Impact of the 
proposal. The proposed legislation, regula¬ 
tions, or policy or guidance document 
should be attached. The need for the reader 
to refer to the attached document while 
reading the Statement should be kept to a 
minimum. On the other hand, the Statement 
should not merely repeat standards, criteria, 
or policies, but Instead should present and 
analyze the possible environmental conse¬ 
quences of Implementing the proposal. 

Cover Page (see Appendix D-4) 

Summary 8heet (see Appendix D-3) 

Tablo of Contents 

X. Description of the proposed action. 
Summarize the nature and purpose of the 
proposed action, the HUD program involved, 
and the relationship of the proposal to re¬ 
lated documents or actions and to national 
and Departmental goals and policies. Addi¬ 
tional elements may Include: (a) history of 
the proposal, (b) views of Congress, other 
agencies, public and private groups concern¬ 
ing the proposal. 

2. Probable environmental impacts of the 
proposed action. Discuss beneficial and ad¬ 
verse, short-term and long-term Impacts on 
the physical (natural and man-made), social, 
and aesthetic environment. Por new pro¬ 
grams, estimate expected levels of usage 
(high, medium, low) and discuss Impacts 
given range of possible usage levels. Por new 
standards or criteria, organize standards Into 


functional or environmental Impact cate¬ 
gories. Discuss Impacts both on the level of 
specific localized effects of specific standards, 
criteria or regulations, and on the level of 
broader, cumulative impacts of implement¬ 
ing the proposal, and cover: (a) What will be 
Impacted; (b) Sources of Impact; (c) Signifi¬ 
cance of Impact (magnitude and Importance) 

3. Alternatives to the proposed action. Dis¬ 
cuss the full array of alternatives which 
would significantly alter the environmental 
Impacts of the proposed action. Including: 

(a) The alternative of not taking the pro¬ 
posed action and the beneficial and adverse 
impacts which would be avoided: 

(b) alternatives which ore beyond HUD’s 
control but which may alter the environmen¬ 
tal impacts of the proposed action; 

(c) alternative ways of taking the action; 
because of the large number of alternative 
standards, criteria, and policies that are usu¬ 
ally considered In developing and approving 
a policy action. It may be useful to organize 
discussion In terms of major alternatives 
which (1) provide for additional or more 
stringent standards, criteria, or approval pro¬ 
cedures, and (2) provide for fewer or less 
stringent standards, criteria, or approval 
procedures. Discuss the extent to which each 
alternative would enhanoe or partially sacri¬ 
fice other objectives. Compare and evaluate 
the costs and benefits (environmental and 
other) of these alternatives with thoee of the 
proposed project, and discuss why they were 
rejected. 

4. Probable adverse environmental impacts 
which cannot be avoided should the proposal 
be implemented. Discuss the seriousness of 
the adverse impacts which would result from 
the recommended action, and what has been 
done to minimize adverse environmental im¬ 
pact. Identify adverse Impacts which: (a) 
Could have been avoided were one of the 
alternatives adopted, (b) could not be 
avoided by any alternatives, and (c) were 
avoided by choosing the recommended ac¬ 
tion. Describe why the action la being pro¬ 
posed In spite of adverse Impacts, and show 
how environmental aspects have been bal¬ 
anced against countervailing objectives and 
the actions anticipated accomplishments. 

5. Relationship between local short-term 
uses of man's environment and the mainte¬ 
nance and enhancement of long-term pro - 
duettvity. Evaluate short-term and long¬ 
term. environmental and technical eco¬ 
nomic costs and benefits. Discuss any future 
options which would be dosed os a result of 
the recommended action and alternatives 
which would avoid the foreclosure. Identify 
those who would benefit and those who 
would pay the costs over time. 

6. Any irreversible and irretrievable com¬ 
mitments of resources which would be in¬ 
volved. Discuss implications for population 
distribution and land use and development 
trends, investment of resources such as land 
and community services, destruction of Ir¬ 
replaceable or unique resources such as his¬ 
toric property and unique natural areas. 
Identify the extent to which the action. If 


Implemented, would curtail the iangc of 
beneficial uses of the environment, Including 
options for alternative uses or development 
course# which would be foreclosed. 

7. | After circulation to other agencies for 

comment) Discussion of problems and <,fjl 
feet ions raised and HUD BPOBmmodation 
Show how comments and recommencin': ni 
of other agencies and private par tie* hav* 
been incorporated into the proposed action 
and the Environmental Impact Statement, 
and/or explain why recommendation* h &vo ' 
been rejected (If Statement has been chimps 
In response to a comment, reference to the 
page number of the revision may be rua- 
clent.) (Annex comments received as appro¬ 
priate.) ■ 

8. Recommended HUD action on propnici, 
(one paragraph—Pinal EIS only) Briefly 
state the finding made as to whether or not 
tbe proposed action should be implemented 
based on the discussion contained in the 
Statement, and cite the major reason# for 
the finding. 

0. Appendices. Include reports, studies, 
tables, charts, diagrams, or other documen¬ 
tation as appropriate. Appendices may be 
helpful to summarise and present <Uu In 
abbreviated form; however, they should not 
substitute for narrative evaluation in the 
text of the Statement. 

Appendix D~3 

CEO FORMAT FOA SUMMARY SHEET OF ENVIXO*. 

MENTAL IMPACT STATEMENTS 

(Content prescribed by CEQ and should net 
exceed one 8 x 10 Vi page) 

Status: (Check one) ( ) Draft ( ) 

Pinal Environmental Statement 

Subject: (Identify proposal and location) 

Name of Responsible Federal Agency; De¬ 
partment of Housing and Urban Develop¬ 
ment (Identify also Issuing office In HUD). 

1. Name of Action: (Check one) ( ) 

Administrative ( ) Legislative 

2. Brief Description of action: Indicate 
also States (and Counties) particularly 
affected. 

8 . Summary of environmental impact end 
adverse environmental effects. 

t Alternatives Considered. 

8. (a) (Por Draft Statements) All Federal. 
State and local agencies from which com¬ 
ments have been requested. 

(b) (Far Final Statements) Alt Federal 
State and local agencies and other sources 
from which written comments have been 
received. 

9. Dates Statements made available to CFQ 
and public . 

Draft: 

Final: 
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• FORMAT FOR COVER PACE OF BUD BiVIROIu-EJiTAL IMPACT STAT2C2JTS 
(Cover page la required by the national Technical Iafornatioa Service.) 


I, Report nusber 


Dept, of Housing & — 
Urban Development 

Regional Office 5 <— 
(for CO actions, use 
office designations: 
CD, CPD, HPI5C, etc.) 


Environmental — 
Impact Statement 


1972 


Sequential number — 
assigned by CO for CO 
actions, and by RO for 
field project actions 
(D * Draft or F « Final) 

II. Tifle --- 


Subtitle - 


Applicant name 
and address 


Date 


TO Agency name 
and address 


HUD-R05-2IS-72-13F 


PARADISE APARTMZKTS (23 6 ) 
TOCVAHA, JOCHIDAH 

Final Environmental Impact State¬ 
ment 

Heavens Development Co., Inc. 

13 Mecca Avenue 

Ely a la, Michigan **8001 

July 16, 1972 

Prepared by: 

Detroit Area Office 
Chicago Regional Office 
U. S. Department of Housing and 
Urban Development 
3CO South Vector Drive 
Chicago, Illinois 6o£c6 


Irriwu E 

niu» nMwKiiiftitmu roa envulonmehtal clearance 


Joct HUD action does not have actual or po¬ 
tential significant environmental impact. 

1. Briefly describe the proposed action. 

2. State the reasons for determining thmt 
there Is no environmental Impact, or that the 
environmental Impact ts not significant. 
Identify the environmental impact. If any. 
of Implementing the program proposal, reg¬ 
ulations. or guidance document. Discuss 
actual and potential, direct and Indirect, 
short-term and long-term environmental Im¬ 
pacts. including physical, aesthetic, and so¬ 
cial dimensions. 

After appropriate concurrences as Indi¬ 
cated Mow. this Pinding of Inapplicability 
shall accompany the proposed action through 
the HUD review and decision-making process. 

Concurrences (Use appropriate category) 
(proposed legislation) < proposed regula¬ 
tions) (proposed policy and guidance doc¬ 
ument) 


(General (Program (Program 

Counsel) ECO) ECO) 


(Assistant (Assistant (Asslstan t 

Secretary) Secretary Secretary 

for CPD for CPD) for CPD) 


(General (General 

Counsel) Counsel) 

©c: Assistant Secretary for CPD (Attn: 
Environmental Clearance Officer) General 
Counsel (Attn: Environmental Clearance 
Officer) 

Aptcnoix O 

omnes or content roa mm commkht ok 

ENVIRONMENTAL IM1MCT STATEMENTS OT 

OTHER AGENCIES 

1. Cross reference to incoming Inquiry. A 
short summary of the proposal Is optional. 

2. HUD Comment on the statement Iden¬ 
tify HUD's concerns and give a general as¬ 
sessment of the adequacy of the Environ¬ 
mental Impact Statement in treating Issues 
important to HUD If Information concern¬ 
ing issues important to HUD Is not sufficient 
to support a conclusion concerning tho ex¬ 
istence of unacceptable adverse environ¬ 
mental impacts, the Draft Statement should 
be relumed with a request for further In¬ 
formation. 

3. HUD Reservations about the proposal. 
Deficiencies in the proposal should be stated 
and possible solutions prescribed. Reserva¬ 
tions should be numbered sequentially for 
convenient cross reference. 

Originating agency may be requested to 
refer the Statement to local or area wide 
planning agencies and local executives for 
identification of Issues and views. 


Normal special Draft KiivtrtximeuUl Final Environmental 

Environmental Environmental Impart Statement Impact Statement 

Clearance Cieanukco (Draft KI£) (Final EI8) 


Applicant. 

A 0/10 Pro- 
snun 

PcnontiaL 
AO/IO ECO. 


K(^ECO„ 


Prelaws HUD 
Form ECO-1 
Prepare HUD 
Form ECO * 
feign-off. 


Prepare IIIII) 
Form ECO-t 
Prepare HUD 
Form EUCH 

Ugll-Ofl. 


prior to finilln* 
on KCO-3. 


COECO.,.... 


Supply data m neeottsry.... 

Prdfar* INsfl EW (and 
dUtrUatUon lbl). 


Provide guidance, review 
1Naft KIS, return to oris- 
luster for modification* 
as nectmary and approve. 

Review, return to AO.'IO 
lor modification a* n*c«- 
mty. aitd Approve Draft 
KlA and distribution Hal. 

In «jntrover>!al or pnvedont- 
netting raaea,* review, re¬ 
turn to RO lor modifica¬ 
tion a* neceaeary, and 
approve, return to UO fur 
distribution. 


Mrellfy project phut* as 
neoeesvy. 

Review rocumente wrirwl. 
negotiate with applicant 
lor modiflcation: prepare 
Final BIS. 

Provide ruidanoe, review 
Final BIS. return to orig¬ 
inator fur modi fir* tion as 
taeoceury. and approve. 

Review, return to A0,10 
for modification as nacea- 
Mfj, sod approve Final 

In cootroverrfmlor precedent, 
setting ram. rrrtew, re¬ 
turn to RO for in cmII A ra¬ 
tion fei Dawary, ami 
approve, return to RO for 
dulrl button. 


Appendix F 

vos mat roa finding or inapplicability rot 

POLICY ACTION* 

Memorandum 


To: (appropriate Assistance Secretary or 
Administrator) 

From: (initiating office director) 

Subject: Finding of Inapplicability for — 
It is the finding of this office that the sub- 


Appendix H 

HOD AREAS or JURISDICTION ST LAW OS SPECIAL 

EXPERTISE (TAKEN PROM CBQ GUIDELINES, 

APRIL S3. 1*711 

Energy. Environmental Aspects of Electric 
Energy Generation and Transmission (urban 
areas) 

Land use and management. Historic and 
Archeological Sites (urban areas); Flood 
Pialns and Watersheds (urban areas); Parks. 
Foreete. and Outdoor Recreation (urban 
areas). 

Noise. Noise Control and Abatement (ur¬ 
ban land use aspects, building materials 
standards). 

Urban. Congestion in Urban Areas. Hous¬ 
ing and Building Displacement; Environ¬ 
mental Effects with Special Impact in low- 
income Neighborhoods; Rodent Control; Ur¬ 
ban Planning. 

JFR Doc.73-14115 Filed 7-17-73:8:45 ami 
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now available 
15-year Cumulation 

LAWS AFFECTED TABLES 
FOR 1956-1970 

Volumes 70-84 

United States Statutes at Large 

Lists all prior laws and other Federal instruments which were 
amended, repealed, or otherwise affected by the provisions of 
public laws enacted during the years 1956-1970. Includes index 
of popular name acts affected in Volumes 70-84. 


Price: $8.15 domestic postpaid; 
$7.50 GPO Bookstore 

• Compiled by Office of the Federal Register, 
National Archives and Records Service, 
General Services Administration 

Order from Superintendent of Documents, 
U.S. Government Printing Office 
Washington, D.C. 20402 




















